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COMMISSIONERS’ REPORT. 


To His Excrnuency Isaac P. Gray, 
Governor of Indiana: 


Str—The Board of State House Commissioners having completed 
the new State House, and having performed all the duties enjoined 
by the law creating the Commission, respectfully submit the follow- 
ing final report of their proceedings: 

By the act of the Legislature to authorize and provide for the 
erection of a new State House, and for matters incident thereto, 
approved March 14, 1877, it was made the duty of the Governor to 
appoint four State House Commissioners, two from each of the lead- 
ing political parties of the State, who, together with the Governor, 
should constitute the Board of State House Commissioners. The 


Commissioners so appointed to give a bond in the sum of twenty 


thousand dollars, conditioned for the faithful performance of the 
duties imposed, and also that the cost of the building shall not ex- 
ceed two millions of dollars. The Governor to be President of the 
Board and to sign all vouchers for expenditures incurred. Each 
Commissioner to qualify by taking an oath to discharge his duties 
honestly, diligently and according to law. The Board of Commis- 
sioners was authorized and directed to build a new State House on 
the State House grounds in Indianapolis, the cost of which shall not 
exceed two millions of dollars; the building to be suitable in respect 
of permanence and convenience, adapted to all the purposes and 
aims of a State House building, and in keeping with the dignity of 
the State ; to be fire-proof, so as not to require insurance; the ma- 
terials to be of the best quality, and the plans and specifications of 
the work to be executed by skilled and reputable architects, con- 
tractors, artists, mechanics and laborers. 

The Board shall appoint a Secretary, who shall take an oath to 
faithfully perform the duties of his office. He shall keep a record 
of the procedings of the Board, and certify to all vouchers ordered 
to be paid by the Board; shall keep a set of books showing the 
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financial condition of the Board, and report annually to the Gov- 
ernor a complete list of vouchers, and for what purpose and to 
whom paid. 

The Board shall report quarterly to the Governor a synopsis of 
their proceedings and an account of their expenditures. A new 
State House fund, subject to the control of the Board, to meet all 
expenditures contemplated by the law, is provided by a tax levy of 
two cents on the one hundred dollars, and by such special appropria- 
tions by the Legislature as may be deemed expedient. 

The law directs the Board in making selection of a plan for the 
building to call to their assistance an expert builder, a civil engineer, 
and an arehitect, and to proceed to examine the four plans then in the 
possession of the State, which had been procured by a committee of 
the Legislature; and if none of such plans were accepted by the 
Commissioners, they were required to advertise for additional plans 
from competing architects, until an acceptable plan is received and 
adopted. The architect whose plan is selected shall be appointed 
supervising architect, and shall give a bond in the sum of one hun- 
dred thousand dollars, for a faithful discharge of his duties, and an 
additional bond of the same amont, guaranteeing the integrity of 
his estimate of its cost; and receive as compensation for his plans 
and services not more than three (3) per cent. of cost of building. 


ORGANIZATION OF BOARD. 


The following-named persons were appointed by Governor James 
D. Williams, State House Commissioners, viz.: John Love and 
Thomas A. Morris, of Indianapolis; Isaac D. G. Nelson, of Fort 
Wayne, and William R. McKeen, of Terre Hante. They met at 
Indianapolis on the 24th of May, 1877, pursuant to a call of the 
Governor, and were duly organized as a Board of State House Com- 
missioners, electing W. C. Tarkington, Secretary. 


EXAMINATION OF PLANS ON HAND. 


The Board secured the services of Major Francis D. Lee, of St. 
Louis, as expert architect; Major Jared A. Smith, U. 8. Engineer 
Corps, as civil engineer, and Francis D. Allen, of Evansville, Ind., 
as expert builder, who met at the office of the Board in the city of 
Indianapolis on the 2d day of July, 1877, and being qualified as the 


| 
| 
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law required, commenced an examination of the four plans named 
in the law, and after a thorough and critical examination of each 
plan by the Commissioners and experts, consuming over six weeks 
of time, the experts submitted estimates of cost and statements of 
the defects of the different plans, adding in conclusion that none of 
the plans combined all the requirements of the law. Thereupon the 
Commissioners decided to reject all of them, and invite competing 
architects to submit others. 

Some of these designs contained features of beauty and artistic 
merit, reflecting deserved credit on their authors, but the Board 
realizing the responsible trust committed to it, and anxious to satisfy 
in every way the wants of the citizens of the State, for whose use 
the building is intended, believed that in the selection of a plan, 
both present demands and future requirements should be looked to, 
and as far as possible the building should command by permanence, 
dignity and grandeur, the approval of all, and be justly regarded in 
the future, a fitting capitol for this great and growing commonwealth. 

In pursuance of the law, it became the duty of the Board to re- 
open competition for plans, and notices were published in the news- 
papers designated in the law, inviting competing architects to sub- 
mit new plans on or before the 12th day of December, 1877. 

Owing to the large discretionary powers vested in the Commis- 
sioners, aud the very general character of the specifications contained 
in the act of the Legislature, it was obvious that great responsibili- 
ties rested upon them at the very beginning of their work, in decid- 
ing detinitely as to the leading characteristics of the building. With 
a view of becoming acquainted with the style of architecture and 
mode of construction of other public buildings, the Commissioners 
during the time designated for competing architects to prepare their 
plans, visited Springfield, Ill.; Hartford, Conn.; Lansing, Mich.; 
Washington, D. C.; Peoria and Chicago, Ill.; and Cincinnati, where 
all the public buildings were carefully examined, and much valuable 
information obtained as to the cost of construction, best style of 
workmanship and approved method of arrangement for the conven- 
ience of the various departments to be accommodated in a capitol 
building. Particular attention was given to ascertain the excel- 
lencies or defects of various kinds of material as regards appearance 
and durability, and the facilities of their preparation for use. 

To aid the Commissioners in forming a correct judgment as to 
the extent of accommodation required, communications of inquiry 
were addressed to all the officers of State, and also to many business 
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meén of practical knowledge in such matters, and after due consid- 
eration of the various suggestions offered, the Commissioners de- 


termined the area of floor accommodations to be allowed in the new 


building for the several offices, corridors, halls, and departments: 
In all calculations. made, the fact was constantly present that the 
whole expenditure for the building must be limited to two millions 
of dollars. It was also recognized that ample room. must be pro- 
vided not only for all the present requirements of the State depart- 
ments, but that liberal allowance must also be-made for necessities 
consequent upon a greatly increased population, assured by the un- 
surpassed agricultural and mineral resources of the State. 

Another important consideration with the Commissioners was the 
. imperative necessity to so arrange the interior of the building that 
an abundance of light be admitted to all parts; and that the venti- 
lation and heating facilities should insure a comfortable and health- 
ful atmosphere in all seasons of the year and under all conditions of 
weather. 

The State House law requires that the material in the building 
shall be of the best quality, and, so far as it is practicable, with due 
regard to the material interests of the State, preference shall be 
given to the productions within her own territory. The Commis- 


sioners therefore endeavored to acquire a thorough knowledge of 


the ability of the State to furnish stone and wood of the best quality 
adapted to the construction of such a building, and in their investi- 
gations they believe they have arrived at conclusfons which future 
experience will fully corroborate. | 

The abundance of the best qualities of oak, maple and Palau 
timber within the State assured the Commissioners that all the hard 
wood needed for the building could be obtained within the State at 
more reasonable rates than from any other source. 

Much time and labor were expended in deciding which of the 
numerous stone quarries in this Statc and other States could supply 
material best adapted in all essential qualities for use, in the erection 
of the building. It was determined that no stone would be consid- 
ered available if there was any risk of its being attected by the 
action of the elements, or if its strength was f eeitained to be in- 
suflicient to endure for an unlimited time the particular service for 
which it was designed. All the principal quarries of building stone 
in Indiana, and the best of the quarries in Ohio, were carefully in- 
spected, and the peculiar characteristies of each variety of stone 
were brought to light. Specimens from each quarry were submitted 
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to tests, as to crushing strength, conducted by General Q. A. Gil- 
more, U.S. Engineer Corps, whose known ‘scientific accuracy and 
reliability would preclude any doubt as to the correctness of: his 
conclusions. 

While accepting eden Gilmore’ s report as : authoritative to the 
extent to which his researches were invited, the Commissioners 
availed themselves of the researches of Professor E. 8. Cox, State 
Geologist, as to the peculiarities of the Indiana stone. At the re- 
quest of the Commissioners the Professor furnished the Board with 
the following analysis of the constituents of the building stone 
found in the quarries named: 

In the quarry at Deputy, Jefferson County, “the stone is homo- 
geneous, hard and difficult to work, containing 89.4 per cent. car- 
bonate of lime,’ and by Gilmore’s test requires 15,750 pounds to 
the square inch to crush it, weighs 165.43 pounds per cubic foot, and 
has a ratio of absorption 1 in 156. 

Quarries of Greensburg Stone Company, of W. W. Lowe and 


‘Scanlan, at Flat Rock, contain magnesian limestone essentially the 


same in all the quarries representing a large class of building stone, 
not only in Indiana, but in Ohio and Illinois, such as the Dayton 
Stone of the former State, and the Joliet and Lemont of the latter. 
The weight per foot is 168.09 pounds, ratio of absorption 1 to 336, 
crushing strength, 16,000 pounds to the cubic inch. The Lemont 
stone is less Hommasennone, and contains a far greater per cent. of 
clay, magnesia and alkalies than the Indiana stone. 

The oolitic limestone of Indiana may be traced from Tense 
County on the north to Harrison County on the south. The work- 
able beds are from ten to one hundred feet thick. The color ranges 
from grayish white and blueish gray to chalk white. The stone is 
easily cut into almost any size by steam channeling machines. The 
principal quarries developed are those near Spencer, Ellettsville, 
Bloomington, Bedford and Salem, Indiana. | 

The chemical composition of the Indiana oolitic limestone is 
remarkably uniform throughout the State. It is almost pure car- 
bonate of lime; its average density 150 pounds per cubie foot; ratio 
of absorption at 1 to 30; and the crushing weight. about 10,000 
pounds to the square inch. The facility with which this stone can 
be shaped into all forms, and the great size of the blocks so easily 
quarried, and the uniform and absolute resistance to destruction 
from the elements, and the beauty of its color, and in all its charac- 
teristics, a building stone so much superior to any other attainable 
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material examined by the Commissioners, they felt no hesitancy in 
ordering it to be used in the construction of the New State build- 
ing. 

INSTRUCTIONS TO CoMPETING ARCHITECTS. 


After obtaining all the information they could, in the time at their 
command, in regard to the character and extent of the building 
contemplated by the law, and the materials to be used in its con- 
struction, the Commissioners issued a circular to the competing 
architects, giving necessary directions for the guidance of each com- 
petitor, so that all might observe certain general requirements, while 
varying the design in other particulars so as to suit individual ideas 
of taste, propriety and usefulness. The circular designated the size 
of the State House grounds, the depth of foundations of walls, which, 
together with basement walls, were to be of stone; walls above base- 
ment to be faced with stone, bonded and anchored to brick backing ; 
interior walls above basement to be brick; flooring joists, roof-trusses 
and rafters to be iron; roof covered with slate. The total floor 
area was given. The number of stories and the distribution of 
apartments on same left to the judgment of the architect, but the 
number of rooms and superficial feet of each, excepting vaults, 
closets and wash-rooms, were specified. Inside finish to be white 
oak; floors of offices, same; corridors, marble tile; ample provision 
to be made for steam heating; lighting by gas, and a full water sup- 
ply. Whilst the Commissioners indicated their preference for ap- 
propriate proportions and solidity of design, they did not intend to 
restrict or fetter the designer in any particular manner, leaving the 
adoption of style, distribution of apartments, location of building 
on the ground, and all similar matters to his taste and judgment, 
keeping the cost of the building so as not to exceed $1,800,000. 
The prices of brick, stone, lime, lumber, wages of mechanics and 
laborers then paid at Indianapolis were given. 


New Prans RECEIVED. 


The ninety days allowed by the law for competing architects to 
prepare their plans, having expired on the 11th of December, 1877; 
at that date twenty-four new plans were in the possession of the 
Commissioners awaiting examination. The gentlemen selected to 
perform the duty of experts to assist the Commissioners in the se- 
lection of a plan, were James hk. Wilson, architect of Cincinnati; 








9 


Cyrus M. Allen, a civil engineer of Vincennes, Ind., and Henry 
Wolters, a builder of Jeffersonville, Ind. To each of these gentle- 
men the oath required was administered, and all the plans and speci- 
fications placed in their possession. With a view to facilitate the 
work of the experts and at the same time confine it within the re- 
quirements of the law, the Commissioners submitted to them a series 
of questions, requesting a written answer in detail from each, at the 
same time requesting such other information as might to them ap- 
pear necessary to a proper understanding of the comparative value 
of the several plans. The questions to be answered were as fol- 
fows, vV1z.: 

1. Canthe building be completed according to the plans and spe- 
_eifications within the limit named in the law, viz.: $2,000,000? 


2. Are the foundations in character and extent sufficient to sup- 
port the superstructure in such manner that no injury is to be ap- 
prehended to any part of the work from settling or crushing ? 


3. Are the materials of the superstructure in kind and quality such 
as to insure stability and permanence? 


4. Are the combinations of materials such as to give strength 
and security to the entire structure, regard being had to the methods 
of spanning spaces between walls, construction of roofs, dome and 
towers, supporting stairways, or other dependent portions? 


5. Are dangers from fire sufficiently guarded against? 

6. Having regard to convenience, adaptability to the purposes 
required, harmony and dignity of the work, are the arrangements 
adequate for light to the corridors and rooms and offices, sunlight 
by day and gaslight by night? 

7. Is ample provision made for safely heating the building and 
all its parts, as also for the needed supply of water, gas, etc.? 


8 Are the pipes for conveying heat, gas and water easily and 
conveniently accessible ? 


9. Is drainage amply provided for? 


10. Your opinion is also requested as to the architectural sym- 
metry, beauty and harmony of parts, including ornamentation and 
general conformity to the dignity, resources and progress of the 
State ? | 


PPL I IT, Fine ea ey ee Pp Ne ea SE RWIS ORR EEC ewes: 
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10 
SELECTION oF PLAN. 


The Commissioners and Experts then proceeded to give to each 
plan a careful and critical examination in detail, consuming about two 
months’ time, in the progress of which each of the questions above 
stated were fully and satisfactorily answered by the experts, and 
after they submitted a joint report of their labors, embracing a full 
history of their entire work, the Commissioners relieved them of 
any further duty. As a result of the examinations above referred 
to, the Commissioners became fully satisfied that the plan presented 
by Edwin May, of Indianapolis, more fully met all the requirements 
of the law than either of the others, and was, therefore, adopted, 
and the contracts required by the law were entered into between the 
Commissioners and the Architect. 


Invitine Bros For CONSTRUCTION. 


In view of the extraordinary low prices of material and labor, the 
Board determined, immediately after the contract with the Architect 
had been executed, that the best interests of the State required the 
letting of the work as soon as practicable, and accordingly, on the 
28th of June, 1878, advertisements were issued, calling for sealed 
proposals to be sent to the Board on the 15th of the next August 
or supplying all the material and Jabor necessary for the erection of 
the new State Iouse, and setting forth the conditions under which 
the contract would be awarded. | 

In regard to the most desirable method of contracting for the con- 
struction of the building, the best judgment of the Commissioners 
was that bids should be invited for the performance of separate por- 
tions of the work, as well as for the whole job. In order to carry 
out this idea, all the work was classified, and itemized schedules of 
the quantities of work that might appropriately be let as separate 
contracts, was embraced in separate schedules as well as an aggre- 
gate schedule representing the entire work. 

The Commissioners having satisfied themselves of the kind of 
stone they would use in the building, procured specimens of the 
same, and required the contractor to not use any of inferior charac- 
ter, and therefore designated the quarries from which stone might 
be procured. : 
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Bidders, although permitted to examine the estimates of the Sn- 
pervising Rronitest, were required to make their own calculations, 
both as to the amount and price of the work, detailed plans and 
specifications of the architect being submitted to their inspection at 
any time. No bid would be considered requiring an expenditure of 
over $1,800,000, the Board considering it necessary to reserve $200,- 
000 for contingencies likely to occur. A bond in the sum of $250,- 
000 was required for the faithful performance of the contract. The 
bids were to be opened precisely at 8 o’clock p. M., and all bidders 
were requested to be present. | 


Oprentna Burbs. 


At the date named in the advertisement for receiving bids, the 
Board was in receipt of communications from thirty-one competing 
bidders. ‘The bids were opened in the presence of the competitors 
at’ 3 o’clock Pp. M., when it appeared that nine of them were for the 
construction of the whole building and twenty-two for parts of the 
work, as classified in the several schedules. After a careful combi- 
nation of the bids for separate portions of the work, so as to include 
the whole work, it was found that none could be made without in- 
creasing the whole cost to the amount of $130,447.27 over the lowest 
bid for the entire building. 

It was also found that the bid of Kanmacher & Denig- was less 


than that of the next lowest by $64,269.38. 


Before accepting this bid the Commissioners made extended in- 
quiries, by correspondence and in other ways, as to the qualifica- 


tions of Messrs. Kanmacher & Denig for the performance of so 


important a work, recognizing fully the great responsibility which 
would rest upon the parties to whom the contract should be awarded. 
The result of such inquiries was favorable, and the Board was as- 
sured that these gentlemen stood high as builders, of integrity and 
experience, and it was therefore decided by the Board to accept 
their proposition. 

It was, however, believed that immediate selection of glass, hard- 
ware, encaustic tile and vault doors, so far in advance of the time 
when they would be required, might result in the purchase of pat- 
terns and styles long superseded ; and this consideration induced 
the Board to reserve the right to contract with other parties for 
these articles in the future as necessity might. require., It was also 
thought that the Commissioners would be better assured of securing 
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the best method and appliances for heating the building by steam if 
they reserved the right to contract directly with the manufacturers, 
and therefore excluded these several items from the contract with 
Kanmacher & Denig. These items being deducted from the propo- 
sition of Kanmacher & Denig, made the amount of work awarded 
to them at their bid, $1,509,621.66. | 


CoNTRACT. 


A contract for the erection of the building and for all the ma- 
terials and work required to finish it, except the items of glass, floor 
tiles, marble mantles, wash-stands, hardware, vault doors and steam- 
heating, was prepared by the Attorney General of the State, in 


accordance with the terms of the proposition of Messrs. Kanmacher 


and Denig, and the requirements of the State House law, and on 
the 30th of August, was regularly executed and accepted by the 
Board of Commissioners. A bond in the sum of $250,000 was exe- 
cuted by the contractors to secure the faithful performance of their 
contract, with sureties acceptable to the Board. 


SteaM-HeEatIne. 


In providing for the steam-heating and ventilating apparatus re- 
quired in the building, it was deemed necessary to avoid mutilating 
the finished walls, that openings and channels be made, and the 
pipes built in as the work progressed. The Board therefore invited 
propositions for heating and ventilating the entire building by steam 
and furnishing three hydraulic elevators, according to the plans 
and specifications of the supervising architect. The bid of the 
Walworth Manufacturing Company of Boston, Mass., being re- 
garded as far the best offer, was accepted, and a contract was duly 
executed between the parties for furnishing all the apparatus enu- 
merated for the sum of $45,893.35. The well-known superiority of 
the apparatus manufactured by this company was insured by satis- 
factory tests already made in various public buildings throughout 
the country ; and the Commissioners are glad to say that after one 
year’s trial of the work in the State House building, that it is entirely 
satisfactory, and all the expectations of the Commissioners and their 
supervising architect are fully realized, as the whole building can be 
thoroughly warmed and ventilated in the most unfavorable state of 
the outside atmosphere. 
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+ HypRAULIC CEMENTS. 


As this material enters largely into the construction of the build- 
ing, both in the brick work and concrete under the foundations, the 
Commissioners thoroughly investigated the qualities of the various 
brands in the market. A careful analysis of each was made by Pro- 
- fessors Cox and Levette, of the State Geological Department, and 
their tensile strength accurately determined by a long series of tests 
conducted by Mr. M. M. Defrees, civil engineer, assisted by Prof. 
Collett, of the Board of Commissioners. 

As a result of these tests it was found that the best and most re- 
liable of cements for the use contemplated were the ‘ Anchor,” 
“Star” and “ Black Diamond” brands, manufactured by the Louis- 
ville Cement Company. These cements could be obtained as cheaply 
as any other variety, and being manufactured within the State of 
Indiana, the Board instructed the contractors to use them, so long 
as their quality continued as good as that of the samples submitted. 


JONCRETE FOUNDATIONS. 


As concrete was intended to be used under each wall of the build- 
ing, and under the entire area of the foundation of the dome, it was 
of vital importance, not only that the cement used should be abso- 
lutely pure, and of the best quality attainable, but that the mixing 
of sand, stone, gravel and cement should be in the proper propor- 
tions to insure the best results. The Commissioners availed them- 
selves of the services of Professor Collett, of the Board, and of Mr. 
Thomas H. Johnson, the engineer in the service of the contractors, 
to ascertain by actual tests, the best proportions of materials for 
concrete and hydraulic mortar. After ¢areful and elaborate experi- 
ments these gentlemen reported the relative proportions of these 
materials, which gave the most satisfactory results, and their formula 
was adhered to thereafter; and the Commissioners have the satisfac- 
tion to know that the concrete in the entire bailding is of superior 
quality, as at this time, after some eight years’ service not the least 
crack or sign of settling has been yet discovered in any of the walls 
of the building. 
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Brick. 


As a very large amount of brick had to be used in the backing of 
the stone ashlar in the outside walls, as also in many of the parti- 
tions of the building, it was considered by the Commissioners that 
their quality should be ascertained with certainty. To reach this 
result the Commissioners, with the aid of Professor Collett, instituted - 
careful experiments on the crushing strength of a great variety of 
the brick produced by the manufacturers near the city. This enabled 
them to select specimens of such as could be safely used, which they 
retained in their office, directing the contractors not to use there- 
after any brick inferior to the samples.. This order was enforced by 
a careful inspection by the Superintendent of construction of all 
the brick used in the building. 

The work of the Commissioners thus far resulted in the selection 
of a plan, which provides for a State House sufficiently capacions 
for present’ necessities, and the anticipated requirements of the 
future. The style of architecture was deemed appropriate, the ex- 
terior of the building presenting variety enough to satisfy good 
taste, while proper regard has been paid to solidity, symmetry and 
general harmony of design. Natural light and ventilation is amply 
secured with an admirable system of artificial heat and ventilation, 
supplemented by open grates in all important rooms, leaving no 
reasonable doubt that the building will be comfortable, healthy and 
convenient in all respects. The Commissioners, after a careful and 
extensive investigation of the characteristics of the stone, wood and 
concrete suitable for a stracture of such importance, became satis- 
fied that the State of Indiana contained each of the best quality 
adapted to the purpose. All such materials were, therefore, ordered 
by the Commissioners to be obtained at designated localities within 
the State, of a quality equal to specimens deposited in their office. 


Vexatious Lawsuits. 


Notwithstanding the great care taken by the Commissioners to 
give every plan of the new State House, submitted by competing 
architects a thorough examination, and make a selection based on 
merit and suitableness, yet a combination of a few of the disap- 
pointed ones instituted a series of suits at law to restrain the Com- 
missioners from further prosecution of their labors. The complainants 
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ostensibly charging that the plan was defective, unsuitable and more 
expensive than the law contemplated, but the real motive of their 
complaint, apparent to the Commissioners, was to creute a general 
distrust and dissatisfaction, defer any further progress in the work, 
and to re-open competition in plans, for selfish purposes. These 
suits having been decided adversely to the complainants, they then 
enlisted the efforts of various newspapers in the State in their be- 
half, subjecting the Commissioners to unjust attacks on their char- 
ters, impugning their motives, and as far as possible endeavoring to 
create in the public mind general dissatisfaction, and cause a sus- 
pension of the work. 

After being convinced that their efforts in this direction produced 
no uneasiness among the people, and that the Commissioners could 
not be deterred from a vigorous prosecution of the work, as a last 
resort, a pamphlet was issued, signed *‘ Competitors,” making specific 
charges of illegality and fraud on the part of the Commissioners. 
A copy of this was furnished each Senator and Representative, 
which resulted in causing a committee of investigation on the part 
of the House of Representatives. 

This committee invited any and all persons having cause of com- 
plaint of any action upon the part of the Board of State House 
Commissioners, to present the same in the form of formal charges, 
and in response thereto a long complaint was filed with the commit- 
tee, bearing the signature of Thomas J. Vater. This complaint 
alleges, in a series of specifications, that the Commissioners were 
guilty of corruption, dishonesty, collusion, conspiracy and failure to 
perform duty, or improper discharge of duty, in their selection of 
the May plan over those placed in competition. The investigation 
by the committee was thorough and of the most searching character, 
both the complainant and respondents being represented by counsel. 
A large number ot witnesses were examined and testimony elicited 
to the amount of 1,060 pages of foolscap paper, and the whole action 
of the Board of State House Commissioners, from its organization 
inquired into, to the date of the charges. The committee reported to 
the House of Representatives, that not one of the charges preferred 
against the Board, or any member thereof, had been sustained, or 
was true in point of fact. That no corruption, dishonesty, collusion, 
failure to perform duty upon the part of the Board, or any member 
of it, was shown or found to exist. 

A suit was instituted in the Marion Circuit Court by Charles 
Whittaker, to restrain the Board of Commissioners from expending 
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a greater sum than $2,000,000, both for the construction of the build- 
ing and all other incidental expenses necessary to carry on the work. 
The Commissioners believing that they could not construct a build- 
ing adapted to all the purposes of the State Honse, suitable to the 
wants of the State, at a less sum for the house alone, than the $2,- 
000,000, and believing that the law authorized such expenditures for 
the construction of the building, presented their view of the case to 
the court; but judgment was given in favor of the plaintiff. The 
case was then appealed to the Supreme Court of the State, and the 
decision of the Circuit Court was reversed, and the Commissioners 
were authorized to expend from the State House Fund $2,000,000 
for the construction of the building, and in addition all necessary 
incidental expenses incurred in prosecuting the work. 


CHANGES IN BOARD OF COMMISSIONERS AND ITS 
OFFICERS. 


PRESIDENTS. 


Governor James D. Williams, President of the Board, died No- 
vember 20, 1880, and was succeeded as President of the Board by 
Isaac P. Gray, then Lieut.-Governor, whose term expired January 
1, 1881, and was succeeded as President by Governor A. G. Porter, 
whose term expired January 1, 1885, and was succeeded by Governor 
Isaac P. Gray, Governor-elect. 


CoMMISSIONERS. 


W. R. McKeen resigned on the 16th of January, 1878, and Pro- 
fessor John Collett, of Vermillion County, was appointed by the 
Governor to fill the vacancy. 

Professor Collett resigned on the 8d of May, 1879, and W. B. 
Seward, of Bloomington, was appointed to fill the vacancy. 

General John Love died on the 29th of January, 1881, and on 
the 16th of March Henry Mursinna, of Evansville, having been 
appointed to the vacancy, entered upon his duties. 
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SECRETARIES. 





W. C. Tarkington’s appointment of Secretary was revoked by the 
Board of Commissioners on the 11th of January, 1878, and Robert 
P. Haynes, of Daviess County, Indiana, appointed in his place. 

Robert P. Haynes resigned, and on the 14th of June, 1878, John 
M. Godown, of Fort Wayne, was appointed Secretary. 


ARCHITECTS. 


Edwin May, Supervising Architect, and author of the State House 
plan, died 27th of February, 1880, and Adolf Seherrer, of Indi- 
anapolis, was appointed Supervising Architect to fill the vacancy. 


SUPERINTENDENTS. 


F. W. Vogdes, Civil Engineer of New Albany, Ind., was appointed 
Superintendent of Construction on the 10th of April, 1879, and 
resigned April Ist, 1882, and Mr. J. G. Pendergast, of Indianapolis, 
was appointed to his place, continuing in the service until the com- 
pletion of the construction, 


ADVANCED WorK. 


To facilitate the construction of the building, the Commissioners, 
during the interval of the selection of the plan and the letting of 
its construction, completed the excavation of the foundations and 
constructed a sewer under the building to provide for necessary 
sewerage of the house, and also to take the surface water, conse- 
quent upon the obstruction of that part of Market street occupied 
by the building. This work was performed by contracts to the best 
bidder, and not included in the contract for the building. 


Contractors Brain Work. 


About the Ist of October, 1878, the contractors commenced and 
continued work upon the foundations of the building until the be- 
ginning of severe frosts on the 11th of December, when cold weather 
necessarily put a stop to further progress until spring. 

The work done, included placing in position all the concrete in 
the excavations for foundations of the walls of the building and 
dome; the delivery of a large amount of footing stone from the 
quarries of Flat Rock and Greensburg, and placing in position a 
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small amount of the same. The material upon which the concrete 
rests was found to be very favorable, being homogeneous, coarse 
sand of uniform consistency throughout the extent of the building. 

The amount expended for all purposes from the organization of 
the Board to the last day of December, 1878, is as follows, viz: 





On account Of CONStrUCTION ...........cccceesscevecssecccecsessesesrHol,008 99 

Expenses selecting plans and materials, including pay of 
ERG OE DOPA cs ssi sccsversecnns scrvtkatrcantwabbactineeveWeseseyscnctsess, 4,000, O& 
Expenses for architect and superintendent .................... 6,660 12 
LOPAl GEDONGES cs oscsescasneciecconss yeseapsgeatetabdadepsisvdcsncessss,  (O20.00 

Expenses for Commissioners and secretary and office, 
printing and aAdvertising.........cecccessesesvcesecsersrscsescossee LOIZL 99 

Expenses for engineer superintending, sewer and base- 
WOTHE CRCAW REO so 5cansspvainaycasaresertVTMEERGPdssaseaversssseces, BOO Oe 
$50,491 68 


OPERATIONS IN 1879. 


The work did not progress this year as fast as the Commissioners 
desired. Considerable time was spent in adjusting different branches 
of the work and working machinery, resulting, however, in the cre- 
ation of suitable appliances for handling rapidly the largest stone 
required in the foundations. Much delay was caused by a failure at 
the quarries to furnish stone as fast as required; the unusual size of 
the blocks requiring exertions difficult to comprehend, and only to 
be learned by experience. It was supposed, however, that delays 
from the causes enumerated had been so well guarded against as to 
insure satisfactory progress in the future. 

It was made the duty of the Board by the State House law to 
cause the removal of the old State House building, and then to provide 
temporary quarters for the General Assembly, and for the officers 
previously occupying the old building. This necessarily obliged 
the Board to expend a large amount out of the State House Fund 
for rents for officers who had formerly occupied the old building, as 
will be seen in our exhibit of expenditures. 

The work done this year comprised the placing i in position the 
footing courses, and a considerable portion of the outside walls. 
The delivery and cutting of a large amount of coursed stone for out- 
side and inside walls of foundations; and placing a small! proportion 
in position; the delivery of some brick; and about 700 tons of iron 
floor beams and bed-plates, making an expenditure for the year as 
follows, viz. : 
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For work and materials for construction of building ..... $118,491 53 


For selecting plans and materials ...........cscescseeeeseeeeces 365 46 
For expenses architect and superintendent..........+.s00++ 4,146 96 
For legal expenses .......... Vaadaees. AWanbagaseceasac sees uanpuaceds 705 43 
For expenses Commissioners and Secretary, printing, 
advertising and office CXpeNses ........csereereesenees iiss 8,242 60 
Fn GineSrine® ssseascscacowsccsvedeseseas Gyatactns bb shcsbseseeaeasoue’ 133 71 
TOtal iissiacs saciavins vesugavecaeeperwone moawsbaeinsexianganns decoy $132,085 69 


OPERATIONS IN 1880. 


About the 15th of March, the covering to protect the walls was 
removed, and a careful examination made of the work, without dis- 
covering any evidence of injury by frost during the winter. 

The work was then resumed and progressed more satisfactorily 
than during the previous year. The outer walls and interior brick 
walls were brought up to the level of the first story floor beams. 
The foundation for the dome, the dome piers, in the basement; the 
foundation for the treasury vault; also the inner corridor walls were 
brought nearly to the same height, and all the materials necessary 
for the construction of these several parts were made ready to be 
put in place. 

The wrought and cast iron, such as girders, floor beams and plates 
necessary for the first floor were delivered, requiring but little work 
to be done to complete the basement, ready for the first story floor. 

The brick work progressed satisfactorily, and all the inside walls 
were raised to the height of the basement floor beams, requiring 
about three millions of brick. 

About the 10th of November operations were suspended, and the 
walls protected for the winter. 

The amount expended during the year 1880, for all purposes, was 
as follows, viz.: 


Bei GONGCPUCHON <55.5 scarce yoouuncaguadtdasccesecesnosescensesoatecas $179,021 62 
For selecting materials and corner-stone.......-...+s02+++++ 552 66 
For architect and superintendents ............seeseeeseeeeeeees 5,157 34 
For expenses Commissioners, secretary, printing, adver- 

Hsing BHA OMCO EXDONGEE \n....:.ccesesenrccsssessossssandesens. 7,812 90 
PGP Fouts OF IAIE GINOOR ss cous csenl decal as taVeladesvcusdsul ses cbes 2,500 00 
For legal expenses........ rsuabion bisWoebepeabeibip ones inalees kaebesine' 1,215 95 


GORMAN cea ch pair ecos keed bast ont sad <Agesteurwoneveseevtecscoun $e? $195,760 47 
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OPERATIONS FOR YEAR 1881. 


The contractors completed all their machinery for sawing, rub- 
bing and planing stone, and all was put in successful and satisfactory 
operation. | 

The basement walls were completed, and a portion of the first 
story carried to the level of the floor beams. The materials necessary 
to finish the first story were all delivered, as well as a large portion 
of rough stone for the second and third stories. 

The brick-work was carried on both on interior walls and back- 
ing of the front ashlar to the height of the stone walls, requiring 
about 3,400,000 bricks. 

All of the remaining iron floor beams and girders necessary to 
complete all the floors were received, also a portion of channel bars 
for truss partitions. All the granite plinths for pilasters, piers and 
columns of first, second and third-story corridors were received, to- 
gether with a considerable portion of the marble piers, pilasters and 
columns for the same. The work was begun about the last of March, 
and was continued until the 28th of December. 

The amount expended during the year was as follows, viz.: 


ROP OODEETUCEION ca sni'e 3 see sv epWisedda sushikeeeenees an sebevovces $146,352 01 
For selecting plans and materials ..........scseceeeesesseeeeeee 50 05 
For architect and superintendence .........sccessessseeneneeees 5,294 34 
For expenses of Commissioners and secretary, printing 
and advertising and office expenses ...........ssceeeeserees 6,623 02 
FOF LEWWHOTATY GUGTOOIE: 6.65 ces see. ashnddgpheathn atdeeoressnoent 8,312 25 
OCR it che wndac dotsony eens esr an sh CAL Gea Oe eso lakn Le $201,631 67 


OPERATIONS FOR 1882. 


Work on the building in the early part of the season was greatly 
delayed on account of rain and bad weather; but the more favor- 
able weather in the latter part of the season enabled the contractors 
to prosecute the work to the extent required. The first-story walls 
of the dome and all the first-story walls of the building were com- 
pleted. Also, all the second-story walls and those of the third- 
story to the top of the window sills were erected. The iron floor 
beams-of third-story floor were laid, and all the marble pilasters and 
columns -for the corridors of the first and second stories placed in 
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position. The brick backing and interior walls were carried to the 
height of the stone work, and a large amount of stone and iron 
material was on hand prepared for future use. 

The expenditures during the year were as follows, viz.: 





HOP CONGEPUCHION x icusccansescsscccveccercs shavessaveaavevy dap onswes $172,453 55 
For selecting TORtOr smi, 6. 2545 2. coset yee snvevewageyssedcnateneyooks 277 38 
For architect and superintendence........ faa Wane Gores oats paaeee 4,883 04 
For expenses of Commissioners, Secretary, printing, ad- 
vertising, and Office EXPeNSES........csrcecerercseerrentere =» * G5892 86 
For. le PAPO RBOUGOs cisxsicys ca scvengsyrstesssuccscoengeauassaseaiegens 144 70 
For rent of temporary State offices ............:..seseee eee es 2,315 00 
SPEIRS Shea's ohne sade DEES ten tedols PMs vokh’ sR eewee seen verte $187,066 03 


OPERATIONS FOR 1883. 


Soon after the opening of the spring, and when the weather be- 
came favorable for prosecuting the work, it became apparent to the 
Commissioners that the contractors did not intend to complete the 
work, but by repeated neglect to comply with the orders of the 
Board, they hoped to compel the Commissioners to declare the con- 
tract *‘annulled,” as the law under certain contingencies directed. 
But in such case the contractors would have to be paid the ten per 
cent. reserved on estimates for work done, being about $70,000, and 
also to be paid for “expenses incurred and labor performed.” But 
in the contract between the contractors and the Board of Commis- 
sioners, additional provisions were made by which a failure to prose- 
cute the work satisfactorily, gave the Board the right to declare the 
contract “abandoned” by the contractors, with a forfeiture of the 
reserved percentage on estimates of work done, as well as that of 
the bond given to secure the completion of the work. 

The Board determined to avail themselves of this provision in 
the contract, and gave due notice to the contractors and sureties of 
such intention. 

After the Commissioners gave notice of the abandonment of the 
work to the contractors, they immediately made arrangements for 
reletting it. This involved a large amount of work in preparing 
new plans, specifications and schedules of quantities, to represent 
the then condition of the work. This labor was performed by the 
supervising architect and his assistants, and as his contract with the 
Board did not include this labor, the cost of it was allowed to him. 
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After considerable delay and a lengthy correspondence, between 
the Commissioners, contractors and sureties, the sureties, Mr. E. F. 
Gobel and Columbus Cummings, of Chicago, by agreement with the 
Board undertook the completion of the work, as contemplated in 
the original contract, and carry out all its provisions in all particu- 
lars, which they have since faithfully and satisfactorily done. 

So much time was consumed in transferring the contract of the 
contractors to the sureties, that but little progress was made in the 
work on the building during the season. The work was resumed 
near the last of September, and consequently but little could be 
done before cold weather set in. 

The expenditures for the year were as follows, viz. : 


BOP CONRLFAOTLON «ccc cxsdcbesceses cea yetseasion souanventaseroesceresess $37,886 41 
For architect and superintendence ............sscesscecceecseees 2,146 49 
For Commissioners, Secretary, printing, advertising and 
OELGO GRNCUBES ois cisistcdeccisccves sieedsesseaswerees tunis 0bs0% 6040 7,352 75 
PGE TGABUERDOTSOS sisi ie nncassbnndedsdecaedudbivheEMelabicedssscuess 6 00 
For rent of temporary State offices............cccscesescescecees 2,311 74 
For making BOW DPISNGii ccs cescche css svsewsersesecotateuves shecssse- 3,188 33 
OTE once ose ovina hayapavceacvnve da eese can eeeeRM name pees be caae $52,891 72 


OPERATIONS IN THE YEAR 1884. 


The contractors, through their sureties, E. F. Gobel, agent, made 
commendable progress since assuming control of the work. During 
the year all the outer walls of the building were raised to the level 
of the main cornice; the south front and the pavilions were brought 
to within eleven feet of their height; the corridor walls were made 
ready to receive the roof trusses; and the division walls of the third 
and attic stories were completed. The dome walls were raised 
nearly to the levei of the outer walls of the building; all the marble 
columns and piers for the corridors were placed in position, to- 
gether with the iron frame work for inner sky-lights and ceilings. 
The copper and lead required for the roof were received, and a large 
amount of brick was delivered for next year’s use. All the lumber 
necessary for finishing the building was received, steamed and 
stacked. 
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The amounts expen‘led during this year were as follows, viz.: 


GE CON GEERT COION ein Zins eine ve dis See vulebh Sanacudengattoneusee wads 3270,351 28 
For expenses of Commissioners and Secretary, printing, 
advertising and Office CXpenses .......scceeceereeeseceseeenes 7,100 85 
For architect and superintendence ...........ccsesseeeeeeeeeees 6,286 94 
Hor selecting Minteriait...cisseic dees eceststounscsacsavesuaansdevees 89 90 
For rents for temporary State offices .. .........cccce cee ee ees 2.350 00 
aptall ges aie aches vunss ones’ y kfnin a i dy ttnla Oda telee taoeac base eseees $286,178 97 


OPERATIONS FOR THE YEAR 1885. 


During the year the brick and stone work of the entire building 
was completed. All the wrought and cast iron work, copper, lead 
and slating for roof, except the dome, was completed. The hollow 
tile floor arches for upper floors, and brick arches between the lower 
floor beams were placed in position, and the concrete filling over 
them was finished. All the carpenter work necessary to inclose the 
building was completed. The plastering and stucco work for the 
south half of the building was finished. The sky-light glass was 
put in, and the gas fitting and electric wiring for same for the en- 
tire building and a part of the plumbing was completed. The 
marble wainscoting and floor tile was nearly all delivered, and the 
iron and steel work of fire and burglar-proof vaults were placed in 
position, and the steam heating apparatus so far advanced as to be 
used in heating the building. 

The expenditures for the year are as follows, viz.: 





BE COMTAUETHIG TODD cov s einen onsnceonisseke veered axcuadolauspes o waadhes $406,736 338 
For selecting plans and materials ........ssscccersesssecctecses 80 80 
For Commissioners and Secretary, printing, advertising 
BUG: OMISS EXDOHECD ions rswndecesesvesksstncssovecssngse nese Soraecs 7,511 72 
For architect and superintendence ...........seceeeeecceeeeees . 8,296 80 
For rent of temporary State offices ..........s.scseeeveesseees 2,100 00 
BIMAE co vs.snnn'ndnagnsah Ewe STRNEASCACE TS SS UUMIE Crbnlas ds oubae meee es $424,825 65 


OPERATIONS FOR 1886. 


During this year the work progressed satisfactorily, resulting in 
enclosing the entire bnilding, including the dome and practical com- 
pletion of all the iron work, brick and stone work, copper and slate 
work, plastering, stueco work, marble and granite work, and a con- 
siderable part of the carpenter work, painting and plumbing. All 








24 


the rooms assigned to the General Assembly and its officers were 
sufficiently finished and furnished, so as to insure comfortable quar- 
ters for the approaching Legislature. 

The expenditures during the year were as follows, viz.: 








For Construction .......0cccsereeeees Dich chet, saree eaten ae kGu yah $292,583 90 
For nelocting, Materials......+.scceiseneeescesaseradencauens frases 13 00 
For Commissioners, Secretary, printing, advertising and 
GENCE RINIODISGH Uo srvsretas suc Satwosweacpasebecneaaeets eaenew ene: 7,612 69 
FOr CNZINCETINOG «.....0scscenerereassvncoresscevsvssccvnsceeseees ut 25 00 
For architect and superintendence Ce ey eee . 6,956 52 
For rent of temporary State offi ces...........cccceeceeees nese si MeO inte 
For fuel and attendance heating building .................. 4,292 45 
NOES + pt sous rene lop tak crapnsalua i Rav tka PMEREEEE tatan 5 et vecdar $313,510 88 


OrpERATIONS IN 1887. 


During this year, the contract of Kanmacher and Denig for the 
building was completed, to the satisfaction of the Commissioners, 
and a final estimate of their work was submitted by the architect, 
and the building accepted by the Commissioners, and the contract- 
ors released from all further liability on their contract. The base- 
ment was finished and the floor concreted and the walls whitewashed, 
making a large number of desirable rooms for storage of documents 
by the various State officers. 

The various vaults provided for the State officers were completed, 
and the vault for the State Treasurer was provided with a burglar 
proof safe and time lock of the best construction. The steam heat- 
ing apparatus was completed and all rooms in the building, except 
that for the Supreme Court, Geologist and State Library were pro- 
vided with the necessary furniture and occupied by the proper 
officers of State. 

The amount expended during this year was as follows, viz.: 


GE COUSETOCLION iAikc..<ecsaetias actans asa nessun’ Wide s&s rit $143,927 50 
For expenses of Commissioners, Secretary, advertising, 

printing and Office CxpeNses .........scesecsereeeresenseneneees 7,205 44 
For rent of temporary State offices ........ ie splinas sek Weak i SBTT5-00 
For heating, light and water for building ............+0e0e 8,691 81 
For engineering Ae ounce Coeeeeneereussserevesnecenneesansccencees 165 00 
For architect and superintendence, with police and pre- 

servation of building......... Pe rarseanete Leer ee te 6,978 19 








Pesalh| aio: Nes ok Oe Se A roe $169,082 94 
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OPERATIONS IN 1888. 


During this year the Supreme Court room, the State Library, and 
the rooms for the State Geologist were completed and occupied. 

Pipes for burning natural gas to make steam for heating the build- 
ing were attached to the boilers, and a contract made with the 
Indianapolis Natural Gas Company, for furnishing all the gas neces- 
sary for that purpose, until the first of September, 1889, at a cost 
less than one-third that of coal. 

Storm doors for outside entrances to the building were provided. 
The elevator shafts were lined with iron for fire protection. Wire 
nettings and iron railings were provided for the protection of the 
corridor skylights. 

The eight solid Carrara marble statues, heroic in size, designed 
and executed by Alexander Doyle, of New York city, were placed 
in position within thedome. These figures represent Law, Oratory, 
Agriculture, Commerce, Justice, Liberty, History and Art. 

The amount expended from the 1st of January to the 2d day of 
October, 1888, is as follows, viz.: 








eta CONATERCHION save ccuan tates vii revcte cue comeereaiee rR, PS . $148,501 06 
GAS LOCtN > HIANS) Acc. Mudace sess: rear nas pamenwmsan woke ad wag pads 612 00 
For Commissioners, Secretary, printing, advertising and 
OHMEGERNHENSES \iiaceere tar aened heweredaeness enced seiek castes aaets 5,420 45 
For architect and superintendence, including polies and 
GAPE Ole MULIGIUG +. nerssavscstetnes seid hee tere tee ex inunith ctiasee «=, 2OGOZ 
Bor heat Nght and: Water. 6 avisixtctecccertsnaweseeh er eres rs 18,991 41 
For temporary quarters for State offices ..................6. 542 78 
MOLL iscccasipesrsg seen neeseeueae Cet ecne Ren eane neers ops arate $178,333 72 


The accounts of the State House Board of Commissioners for the 
construction of the building have been closed on the 2d day of 
October, 1888, as all the work contemplated by the law creating the 
Board was then completed. As there are no direct provisions in the 
law to dissolve the Board and cancel the bonds given for the faith- 
ful performance of duty, the Commissioners are advised by the At- 
torney General of the State, that their organization must be main- 
tained, and the building remain under their control until the Legis- 
lature shall make provisions to accept the building and relieve them 
from the duties and obligations imposed by the law. The Board, 
therefore, until such provision is made, will continue its organization 
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and retain their custody of the building until relieved by the Legis- 
lature. And all expenditures of money for the future will be con- 
fined to furnishing everything necessary for its comfortable occupancy 
and safe preservation. 


ALTERATIONS IN ORIGINAL PLAN oF BUILDING. 


The law providing for the construction of a new State [louse 
specifies that **the Board of State Ilouse Commissioners are autho- 
rized and directed, as herein provided, to build a new State House, 
the cost of which shall not exceed two millions of doilars.” ‘“ The 
building to be fire-proof so as not to require that it shall be in- 
sured.” ‘The material to be of the best quality.” The building 
to be “suitable in regard to permanence and convenience, and 
adapted to all the purposes and aims of a State Louse building, and 
in keeping with the dignity of the State.” The Commissioners be- 
lieved that they did not mistake the wish of the people as expressed 
in the law and otherwise, to have a building large enough to accom- 
modate prospectively the various departments of the government, 
composed of the best class of materials appropriate for the use in- 
tended, put together in the recognized forms of advanced modern 
architecture. 

The time allowed by the law to competing architects to complete 
their plans and specifications was so short that necessarily many 
important details could not be matured. The magnitude of the 
work and the absolute limit of cost enforced by requiring the archi- 
tect to give a bond in the sum of one hundred thousand dollars, that 
his plan and specifications would not exceed that limit, and the 
great uncertainty of the cost of materials and labor extending 
through the Jong time required to erect the building, induced 
cheaper material to be specified for the inside finishing than the 
Commissioners desired. Lut after the contract for the building was 
made they were glad to find that in many respects desirable changes 
for the better could be made, without exceeding the limit of cost by 
the law. 

The Commissioners, therefore, after a critical examination of all 
the details of construction, became satisfied that a due regard to 
permanence and suitableaess required more costly material and more 
elaborate workmanship in many particulars than the original speci- 
fications required. 


The changes thus made are as follows: 

The basement story of the building, between the granite base and 
the string course above basement windows, was changed from front 
ashlar and stone backing to regular coursed solid rock-faced work. 

The Washington street front was. changed by making a bolder 
projection of the center columns and opening dead wall above, in- 
troducing more light into the library room. 

The oolitic andi and pilasters of the first story corridor were 
changed to marble with granite bases; also marble columns and 
pilasters with granite bases were substituted in the second and third 
story corridors for cast iron. 

The medallions designed for memorial tablets on the outside face 
of tirst story, were changed to double brackets under pilasters and 
columns; placing modillions in the cornice of first story; ornament- 
ing window caps over all windows in the intermediates; and alter- 
nating moulded with plain ashlar at corners of pavilions, and mak- 
ing transoms over doors in basement. 

The eight large oolitic columns for dome were changed to Jones- 
boro, Maine, granite. 

The grand staircases of the lower corridor were changed from 
oolitic stone to marble. 

The wainscoating of all the corridors was changed from oak to 
marble. 

In the rooms designed for offices, the base board was changed to 
oak wainscoating. 

The brick arches between floor beams were changed to hollow 
tile, except in first story floor. 

Granite columns were substitnted for iron in the Senate chamber 
and the Ilouse of Representatives. 

Corridor floors were changed from encaustic tile, to large marble 
tile, two feet square. 

Various changes were also made in the minor details of the inside 
finishing work. 

The entire cost of all the changes from the original specifications 
amounts to an increase of $253,958.55 in the construction of the 
building over the original contract. 

There has been expended by the Board of Commissioners from 
its organization to the completion of the State House building as 
follows, viz. : 


————EEOEeeEeEeEeEeEeE—e—eEeEeEeEeEeEeEeee—eeeEeEeEeEeEeE— = 





For ConstTRUCTING THE BUILDING. 








During the year 1878 .........:1...0.00e0+ dip¥andpatserversactac. gear OO 
During thie ares LR io tet aoe ae. sany hates eaeiee seine ees ee 118,491 53 
During the year 1850). 1.26 taween verter sneevekes Seat eae diate . 179,021 62 
During the year 188]........... voneaee ess Crete ae ee eect 186,352 01 
DD OUP PHe WV ORT WSO 2 iiee.s xeaee Gaph cone siiaetiae Marden dees as 172,453 55 
During the-year 1883 5... A527. 28. aA chek aria d gorau) | hea OER 
Dorine whe: year VSS... ates eens ee geinthdee ia cok ee areca 270,351 28 
Grice he VOR SSO ware cats any. asertelo si Es steaewet genre vanes 406,736 33 
During the year 1886..............-... Seek cteeeeesceeee 292,588 90 
Dae TOG “VOR ONO Dox sasascsasusnece 11.8 teeds een ee ve wit 143,927 50 
During the year Tess. issues vere | ps ake, | LeOOUL ee 

Ast), issues stay uk tecilent Sisc'vs Sue cs Wiper ie iecee ver osikiss $1,980,969 18 


EXPENSES SELEcTING PLans AND MarerraAts, EXperts AND CoRNER- 


STONE. 
Dring Ae yar BTS hea ng ten coer nese peace cen we Eapeeee $4,330 54 
During the year 1879..... .... Sle Re pote cs San Sea. tenet oP eer 365 46 
During the year 1880............ seagite oe Metigta ap eens aks p sate eh cel : 552 60 
During the year 1881......... .... sae} nang oh eta ne coees 50 05 
During the year 1882....... Baers NTs CPS OO 277 38 
Waring the year eos esse. cieess someseetu sd coves facet 3,188 33 
PUN TG ShOA FBO 5 x. c. semaxinn Davee niece win es oe ai 89 90 
Doring the year Lebbi20 20: oes sense. sredsy coeannees Fad easantee 80 80 
DATING EHS WVOAT DGGE ooo. toes. danseanete neces nhenstaae «c2daemnadt 18 00 
Marine thG FRAP A BSG siiccscearsesas stem apex oh Ss eu si iuseat eee 612 00 


TRATES MOS RNC oii ee RA gs hi aeRO RBM. 8 $9,560 12 
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ExpENSES ARCHITECT AND SUPERINTENDENCE, INCLUDING PoLICE AND 
CarE oF BUILDING. 














During the year 1878 .............scsssecessecssesesercersverenees $0,660 12 
During the year 1879 ...........sssscssenseee senses corer eneeeness 4,146 96 
During the year 1880............... J. in Hoes DMs eg a AEE eka 5,157 34 
During the year 1851 ............0.-..isiecesscseen cee’ Sn Grau 5,294 34 
During the year ieee cc ovens ete ced Seek ote een a Maidianigate oe 4,883 04 
During the year 1888...........cssssscsensencneereveseecoes seneee 2,146 49 
During the year 1884...............4.. ae ck ae eeG Aepink soe ema 6,226 94 
During the year 1885.............:0.ee essen se ay Aa eee 8,396 80 
During the year 1886.............. ea hn) tore oor cence: 6,956 52 
During: the year 1887 ......-scccsseecccreesscsesceens pai aaa - 6,978 19 
During the year 1888 .......,.scccsesecsscesrecsisensse seacee ceases 7,266 02 

CRG tren. sete via tins osawvaev se eva eee Ea weitere bie hee ees $64,172 76 

LEGAL , EXPENSEs. 

During the year 1818 ....0.6csc.ceessecessetcscs sevesttsaeeunsces- $628 385 
During the year 1879 vices. secccessscsseees Sutra Heide alah wie 705 43 
During theiyear 1880. icc s.sversenssecevenwsedaaeenvesraceas 1,215 5 
During the year 1882............++0+.. at Mae TEER ENE: Beha 144 70 
Daring the year 1888+. 3.0 ccic scnvsne avens cidcclegneasstyaseeee 6 00 

DiGi ass vc clnye%) panei bas ve teiieai eke Lense et E ceabvets tee $2,700 43 


For CoMMISSIONERS AND SECRETARY, INCLUDING ADVERTISING, PRINTING 
AND OFFicE EXPENSES. 


During the year IST8 ss.cicsie.oe es oceans dia Mak ence $10,921 99 
aeuring the vear 1879 wi tecspssseey ex ecnes pd ues euneckuersmcsiand: 8,242 60 
purine the year [S80)2. Wee) 5. 22a. 7c oye ne satis a nvt even nc ates 7,312 90 
marine the yoar 1651 (25-288.9.6.5. cae. reese ensnes ee yantiens 6,623 02 
Pane the year 1882 20.2. sect ttee reas eves come (reeks anges 6,992 36 
Deane the year VBSB cs sydiau ase co tecsx sacsa Snes iswse om aces 7,802 75 
Womuoebhe yor ABBA ten: isnt toae tes ath conweatin epee eben 7,100 85 
Dugge ae Year LEBR a catia es cs ic cunecns oruesuns sapeees eran 7,511 72 
iirinoane ear DGS stsccce cotta fie ecco ecete nes scens altvee) 7,612 69 
UPI HS VORP ORY: .sccc5 doctes (eters: cece deatesseceFoant ; 7,205 44 
LODE G UV ORE AGS c.. dives. ss cone ranean sc evteiads toumn eaeneessy 5,420 45 








MOTEL Fo eo ae nove toate LP Facute haeave Rene terenaa Gems snitieeee ea aaah a $82,296 77 
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For ENGINEERING AND EXPENSE oF OLD STATE 


Houss. 


| $286 69 & 





Duriie,the, year LOTS acc ccvesbaeceses ovsnrces ebecy syns <tp5tere 

APTI SCOURGE WON os toceransataress+jovchecuenicgey en ovaries ¥ 133 71 

During the year 1886......... Seeareees eters fitedea nee igue eee 25 00 

DUPNS Lhe Vea LSAT viccasn.vescncerssassnciaes sae ands att) Sater 165 00 © 
DOTA: Sager erp cote veh os etic vakee Paces Meese ateaio Eotices $610 40 


Expense oF TEMPORARY QUARTERS—RENTS aND REPAIRS OF STATE 


OFFICES. 


During the year 1880 .......... wea tp'eciat es Rndutsiesy teen k senitveds 
DTN TDG VORP LOO Leieac- nbsye cass dacuph cose gereeceecnsrt ss use , 
During tha waar VOS2 sersec soci isin pe suasbaladetiecens ten tests 
Daring tae year LOSO csc. cess,cccesvesstesgesscepeetesy ee 
Durnin the ear 1SSs sia. owcdegucy sctegs opeketesscr ee 
During the year 1885 ..........ssecsssssserecsssssscsestenresees 
Dri eta e VCORE LOO viencerss.sc0t wy vee cave Bites Sits lvpeaan 
Dannie the Year ASST 9. yess. tease yp Vescanttorees Decent tees of 
During the year 1888 v....5.c2.sceedy ees sense bist Sas Satoh sigs 


$2,500 00 


.  . 8,812 25 


) 2,315 00 


. 2,811 74 
_ 2,350 00 
- 2,100 00 
. - 2,027 32 
. - 2,115 00 
| 542 78 


. $19,574 09 


For Temporary Heat, Liagut anp Water, FugL anpD EMPLOYES IN 


Heating THE BUILDING. 








Dorin the year LBs ie snveest renee casts ce heasardwas ede eene eee $4,292 45 
LOGIT UNS POSES ives va vewe crn cns gensts secs tent caktoneae tees 8,691 81 
During, the Vopr L bs ius. cs. ni sbssees ov ndeenes + abaa caveneaies - 18,991 41 

DOD acc trcen tatinv ip ssites sex peaenceaeesixs¥ucus Ee ieabagpats . $31,975 67 











31 


SUMMARY. 


Total amount expended from the State House Fund, as 
follows: 








For construction of the building.............:ceeeseseeeeeeees $1,980,969 18 
For selecting plans and materials, with experts and 
Corner StONE CXPCNSES.......cececeeeseeeeeees te Sie 9,560 12 
For architect and superintendence ........ecsceseseeeeenes ce OE TZ TG 
For legal expenses ......0ccessscreisscsces cesses sinsesveorsesesens 2,700 43 
For Commissioners, Secretary, advertising, printing 
and office OXPCDSCS oesseeseeeeseeseceeseeeeeseesee cesses tenons 82,296 77 
For engineering on cellar excavation and S@Wer ......... 610 40 
For temporary Quarters.....iscrsccoscccccseacecseevineptoves does 19,574 09 
For temporary heat, light and water ..............0sseseeee, 31,975 67 
Total chargeable to the State House Fund........... $2,191,859 42 


The actual amount paid out of this Fund is $2,099,794.66—as there 
was not enough of this Fund in the State Treasury to make full 
payment of all indebtedness, when the work was finished; leaving 
the sum of $92,064.76 to be paid hereafter to the contractors, Kan- 
macher & Denig, for reasons which will be more fully stated in this 
report. <A certificate for this sum has been issued to the contractors 
to be paid whenever provision is made by the General Assembly of 
the State. 


NEW STATE HOUSE FUND. 


This Fund was created by the Legislature by direct appropriations 
from the General Fund of the State Treasury; by the proceeds of 
the sale of $500,000 State bonds, and by an annual special tax, all to 
be kept as a special fund by the State Treasurer for the use of the 
Board of State House Commissioners in the erection of the new 
State House, and to be known as the New State House Fund. 

The entire amount of this fund in the State Treasury, placed to 
the credit of the Board from its organization to this date, is derived 
from the following sources, viz: 








82 
Recerpts FRoM TAXATION. 

Amount of one cent tax, levied in 1877..................... $84,851 95 
Amount of two cent tax, levied in 1878............... 0.0... 171,636 12 
‘Amount of two cent tax, levied in 1879..................... 178,201 56 
Amount of two cent tax, levied in 1880............... tate, 154,847 57 
Amount of two cent tax, levied in 1881..................... 150,985 20 
Amount of two cent tax, levied in 1883..................... 163,422 38 
Amount of two cent tax, levied in 1883..................... 162,627 79 
Amount of two cent tax, levied in 1884...................5, 163,530 91 
Amount of two cent tax, levied in 1885............. Sees 170,002 70 
Amount of two cent tax, levied in 1886...................4. 166,054 64 

Total from taxation ....... i rineious daceebbe sent s ss $5 $1,560,658 82 


No further tax levy for State House purposes was ever ordered by 
the Legislature. 


RECEIPTS FROM GENERAL FUND. 


The Auditor of State placed to the credit of the State House Fund, 


by order of the Legislature, the following amounts: 





ETM IO Peal hs wecacnetecery esa vs ag same nets rem munee ey eens te $100,000 00 
GR RMIGN NL SLO svipseahs.churadepeetesacivenan tae aneree ches 100,000 00 
November 30, 1880.......... biethan et tea dys Duceaave eee 100,000 00 
BAP ae 1 0) Wh Digs Co ym Ae RISE pat setide BAe a Se iahie 100,000 00 
CL OOrA OTR SS oats ecarae bth aah ces eee saaaes ae eats ate ys oer: 100,000 00 
MAS WCSTd Webs CANIM ES nents Sia ha's oavap heaieteo wna puke seen var tealee ner ee 100,000 00 

Tota) from General Fund........... BGutaitadaann sats $600,000 00 


There was deducted from the above amount and 
transferred to the General Fund by the Auditor of 
State, the following sums, viz.: 


JME DAY AO) DB Bar crcinarscraqcvsviss Uaxaaaies cr) g qe OU AU ULLUD 
October ol, TSS b wh ccisscececsecabessesasbuctes 100,000 200 
INGV GRID GLMEA. A Sod kd.cassaamets ca cbeedesueenes 100,000 00 





ee 


400,000 00 


Leaving in the State House Fund from the General 
DINE DEN UT, OT iniis vz cme os a vi sites tiv ce leans eb pahioe ale aeee $200,000 00 
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May 10, 1885, the State House Fund was credited by 
the Auditor of State on account of the sale of 
$500,000 State bonds the sum Of..............05 ceeceee. $507,500 00 





Making the total credited to the State House 
Pn ecignee hops aeee rah acareien betas eee ete ty ease eee $707,500 00 

Of this sum, by order of the Legislature, there was 

directed to be expended for furniture for the build- 


ing, and grading the State House grounds, the 
TYE) OE RE nly Oke cp ik Unc end Wales ae ie Ho tees oe Beare 150,000 00 








Leaving for building purposes.................seeseees $557,500 00 
The Legislature of 1885 ordered the Treasurer of 
State to pay to Mrs. May, the widow of Edwin 
May, late State House Architect, out of this fund, 

“SESS Tle) ec a ADOT esa Oh Gee Tone, ME ora $10,000 00 


Mbedving the Sum Ofisstincenecnrystancniaeiyerge tes eects $547,500 00 
To which should be added, refunded by H. Ranje, 
contractor for fresco painting, being an over pay- 
RRGTG- OL ccs ss <0. sscpuompeenee eeueh aa Gaapeea anes eure spermatic. 540 00 
Also amount received from sale of old State House 
buildings and fixtures, and from rent of fences for 
Beye ItinIN DO PUlPOROS, CLC ss, yes nse cs nsec ed wrsne dsc slns op 1,256 74 








Making amount received from all sources other 
man ta XAblON 2. soso Rui OO ete ie nee al te os $549,296 74 
From taxation as above stated......... Bet Me ory pA 1,560,658 82 





Making the total New State House Fund placed 
to the credit of the Commissioners............... $2,109,955 56 


The amount chargeable to the State 
House Fund for all purposes, in- 
cluding certificates of indebtedness 








issued to contractors i8.........2..0e00- $2,191,859 42 
Deduct unpaid certificates................. 92,064 76 
Leaves amount paid for all purposes............-.5. 2,099,794 66 








Deducting this from total State House Fund leaves 
unexpended at this date, October 2, 1888............. 10,160 90 


3s—S. H. C. 
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Unparp CLAIM FoR Work. 





By the terms of the contract with Kanmacher & Denig for the 
construction of the building it was agreed that when the building 
was entirely completed to the satisfaction of the Supervising Arch-_ 
itect, and the work accepted as finished by the Board of State House 
Commissioners, the amount then due and unpaid, as certified by a | 
full and final estimate of the Architect, should be paid. As the last 
Legislature failed to make any appropriation to the State House 
Fund, and as the amount on hand was not sufficient to pay all owing 
the contractors, the Commissioners, by a written agreement with 
the contractors and their sureties, agreed to give a certificate of the 
amount unpaid on a final settlement, authorizing the Treasurer of 
State to pay the same out of any money placed to the credit of the 
State House Fund by a future Legislature. 

Had such an arrangement not been made with the contractors 
the alternative would have been to refuse to receive the building 
trom them, and thereby deprive the State officers of its use until 
the next Legislature convened and made the necessary appropria- 
tion. As the amount to be paid the contractors on the certificate 
given is the same as that actually due at the date of settlement, and 
as a receipt from the contractors in full of all claims against the 
State for work done under the contract has been given to the Com- 
missioners, they felt that the urgent necessity to provide fire-proof 
quarters for the accommodation of the State officers fully justified 
the issue of such outstanding obligation. 

The amount due on the certificate above reterred to is $92,064.76, 
and is the only debt for the construction of the entire building left 
unpaid. : 

This sum, however, has been divided into two certificates, to en- 
able the contractors to pay their indebtedness to the Indianapolis 
Rolling Mill Company. The certificate to said Rolling Mill Co. 





PANO UIUS VEO) Aho ne kid eset setae yess eda eede $10,338 26 
And that'to Kanmacher & Denige issci. oes ccsccsdicces vetnes 81,726 50 
Making in both........... sae Senet Abie de eaves Valens dle nit jee oe eae $92,064 76 


The Board would respectfully urge the prompt payment of this 
outstanding claim due the contractors, and believe that a just con- 
sideration of the circumstances under which they operated would 
warrant the allowance of interest on the amount until paid. There 
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is no doubt, in the opinion of the Commissioners, that the contract- 
ors incurred a serious loss by completing their work, yet they hon- 
orably and faithfully complied with all the provisions of their con- 
tractand promptly discharged all claims against them. Such faith- 
fulness on their part, the Commissioners believe, entitles them to a 
fair and just consideration of their claim when presented to the 
Legislature for payment. 


ItEMIZED DISBURSEMENTS F Rom Strate Houss Funp. 


The following is a list of the names of persons and amounts paid 
to each, embracing all the payments made by the Commissioners 
from the new State House Fund for all purposes, from the begin- 
ning to the completion of the building, October 2, 1888, as follows, 
to-wit: 


Names of Persons and Amount Paid to Hach on Account of Construction 
of New State House Building. 





NAMES. | ACCOUNTS. | AMOUNT. 

TREES 
Kanmacher & Denig....... . General contractors... .... - ls »763,590 60 
Robert Kennington ........ Excavation, cellar... . . are 2.882 61 
MS Won ge iv yk 6 itching. scx + 23 14 
Michael Lynch. . . 5 aidiaten - (i oe. eee 19 11 
AGS DN Sa a ROWER sy 6 et owe ue ce coh 3,112 90 
RE rr Borings, foundation ....... 260 20 
Hallowell GraniteCo ....... Tiling, mantels, hearths .... . «63,407 98 
U.S. Encaustic TileCo ...... Encaustic tiling ......4... | 3,006 53 
cn gh CS) rr Pay-rolls, scouring tiles... .. - 208 05 
CS WOGIS fo SCOUTING . 4.6.4 é 6 Bia 20 11 
ES rr | Painting (fresco)... .. . 5 Wt 3,209 40 
MEG CPOGBIOr 4 . 1 4 6s ee s eg ae cvs har LEA 4,502 00 
BERURMINO's - 5s 66 ee Sar kes * LE oa ee | 4,290 00 
SS ee closet numbers... . . «| 5 75 
SPEMEESSUOLES: . 5. 5 «cs. s | COMB tw bw. ee Lies 3 oe 23,833 37 
Bpanion ptewart ..-..%.. 5. ve fe Se & tet Ee ees ee | 368 00 
Orr W. Catmineds: sg e rs 0: 2" es | 2,730 00 
SS ots Si . . «| Marble panels.'. ... «24. | 1,222 20 
Hildebrand & Fugate....... Havdware ir v's: 5:3: 5,8 are 4 o | 4,666 92 
SOUT kk kk | SEUSS ee ele eas RS: Se is 2,907 65 
Francke & Schindler ....... Ce eo eee ee 301 12 
Lilly & StahInaker ........ e: Ge a Se ed Ge dn 10 85 
Zaizer & Stegman........ ./ ON he a: ge eee Mh acme, oo 10 98 
Mosler Safe and Lock Co ... . .| Vaults,safe,ete .........- 6,515 00 
ees Foundry Co... .. .| Sash weights........ ves 975 62 
Fairbanks ScaleCo ........ | emt at seeles: ss: so Ge Pence | 5 00 
Wweeworun MiteCo........ Mteam-heating-: 26. +... «ss | =: 85,762 35 
RelianceGaugeCo ......../| Alarm gauges..........! 283 09 
Fred Noelke 


> 2 ee _ Tron work and nettings. .... - 2,789 38 
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Names of Persons and Amount Paid to Hach on Account of Construction 
of New State House Building. 











NAMES ACCOUNTS. AMOUNT. 

Stamph & Thaile.. . <1... +s} Metal work, roofs and gutters . . . $497 51 
PBPOPUOURIOR se ee teh fp oe es Carpenter work --.-...... 3,990 38 
Ter Ca RIG eS Jas oe Fle 3 ps eae og ANT Ne _ Decorating Governor's room . 1,106 00 
Johnston & Bennett. ....... Fi ire grates ya Ok Gripe eons os 1,540 00 | 
CAEOT OE ECU UMD: oc cas oe ee) ifs ie sah) ee Oe ae Cy: Sew amet esl oe 1 50 
Fetiweiss:a@ Rowe’. 5. 6 «6 we. CAPVINIBNS by” vse ey es ones ha 3,218 00 — 
Riera MUeLer 8, oe ee ots ie PS ET I ee 925 00 
Miteller & Baalgn. 3 6 tue-$ aos ah pees amas Ian NS Meu eater ‘Br ee 1,440 00 
Ws; Os CRIDER cea kh woe a Bt | SR ee eu 1 sen: Redes wie Ok ae Ghd 1,039 20 
sean COMmeny). 5.5 i 6. Key Sass fw riven ree veabcuhe. sk a Se 670 00 
SRE AROUOMIE, js,. 9 <0! 6 mele. orcs hs Photostor;models: .). . .....2 » 4 50 
Pear ge uate fe) a5 seis: ete Steaming lumber. . ...... 657 95 
Coburnvie JOneS sae ss 268 6S 3 Lumber, enclosing house .... . 39 75 
Indianapolis Water Co. . .... . Water pipes, connectious .. .. . 1,095 98 
Indianapolis Gas Co. ....... Gas pipes and meters. . . . . . .) 200 00 
IR PPUSTIORE aig MLC et Sn, fm da) Aisa bs. x Natural pas piping...» =.» « - 1,017 04 
Fuel Gas Co. (Pittsburgh) .... . v  -pepulator... ss 4 3 + 100 00 
Dice ere WOO: 5 ps lv sels « ¢ Wash etands:: fo. a: sr... Nae 803 30 
Burlington MarbleCo....,.... Wash stand tops: 9s ce a) 6 | 350 00 
Laakman & Sherer .. .....- Cement paving (tunnel)... ... 150 30 
TESA GINGER mw etens 3S ep hoe “Ss Curbing and bowldering. .... . 979 96 
SOCKS DETIAVER eis ce Ne ass Whitewash, basement. . .... .- 200 00 
Archer & Pancoast. . - . 6.2%» = Outside glass globes ....... 223 80 
ATEZANGEE DGOVIO sce wk das» Stainary = ete 6 wt A 9,000 00 

Total Gost of State-House: = « |) co ca Gat; @ Bee 2S. € & BOS . $1,980,969 18 

DISTRIBUTION 

FGrfOUNGAPIODS scevcdu cs cecohiods coeyate abe pentane oo tee vag ewer $185,109 33 
BEL SLOTIE: yo5ceic cs ohne ces Sop as semen eee Mo EIRE YES sha on 500,427 63 
UE PES WE ORUK oasande dedi sede sales cee ceohe theme este eee 211,157 45 
Pye PON WORIS fice sacs oats de Geo Re Lave 299,693 43 
For copper, lead, slate and roof work ..............60..0008 54,801 76 
BOT CATO REL TCOTRG cos desesecd tiene sree tama he naitme ty tase es 108,682 97 
PGT PAS ORT OD lies oy vip Sots we vrelen ema g june Faageatoecds ieee ae 51,923 92 
For painting and glazing SUC Vsled Siem Mien eles sv PaysSeeake cannes 42,899 05. 
PCE SAV EINTEE ROG 0 Soe gnen eos nm rider ante PRN WRU bc ite okt 16,569 39 
MGrMaPOle WOLK 022.02 A 2ickecustesa eer caveats ides deeseud 126,596 33 
MOP INSIGGS TMIBN Gases sce Woeses . ois o> wendee te srvieaad ve speseesaes ties 107,633 54 
ROT SUCRE MO BELIID oheh audios of hicken yap en taratle tha nherdnalnwebnsamene 56,045 44 
PGT BOWER Sica is acess seus avivepieayuneqa pens meaess rlseateume abuse 3,112 90 


or Carving And statuary <saxigass2<s ies cesar sewenasea wesc 15,825 50 
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For glass s..ecccceeeeeeeeeeeeseeees eeeee see teeeeceteeeeesneenee eee 26,931 37 


For hardware, vaults, safe, etc .......--.:ceccseeee eevee soees 15,381 39 
For extra gas and water pipes, connections ..... Ciisiggint 3,413 02 
For retained percentage on final estimates ..........-...... 154,764 76 


PAGAL] seen ead < cil beens en hers ARs Sones Sie oRy ACeuapee wishes $1,980,969 18 
Deduct outstanding certificates for work on construc- 
$ION WNPAIGs.........0ccecesseccrererserseeesesecsesevecscneeseese 92,064 76 


Making total payments ..............+. Oe A 91,888,904 42 


Names of Persons and Amounts Paid to Each for Services Incident 
to Construction of Building. 


FOR ADVERTISING. 


re _ ——— $= 
— 

















NAMES. | ACCOUNTS. AMOUNTS. 

Gye RATROS <. 4 - + ee le » wl Notice to. architects, <.. wisn « $105 35 
Guttenberg Co .-..... =. + +|-Noticesto bidders ........ 14 50 
Gentral Catholic, . . . . + « & ss fs a hal hee ANS of 8 00 
Indianapolis Sentinel ...... . is e ne I See Ee 168 69 
Indianapolis Journal ....... e ne PS SS ee 141 85 
Indianapolis Herald. ....... a ae wits era 8 00 
Indianapolis People. ....... a «“ mr if leo eS 46 00 
Indianapolis Times ....... ey ¥ de Od Po ee ee te Os 14 25 
IngiameapolisSun . . «26s ss - “ v6 are he 6 00 
Indianapolis News. -.......- 61 s Cais? te 2s Bike oce “s 53 23 
Cincinnati Enquirer. ...... - * " te Sa sey 0 10 50 

re ME me! | Ree Re UN Mie ie ey Ly Rh Be Re. a uel. WRG £576 37 








FOR ARCHITECTS. 








| 
MSDE Be. 8 + es 8} so | POP EISHS BNO SOTVICES ... 2 - 2 \c $8,938 65 
OIC ys se ew ot] OR RORWACOR: @ Ne % 6. Ui le We Yen ete ote 27,024 28 
|S ESN eee RR Se MPPC EN (A ok 


a | 





STATE HOUSE COM MISSIONERS—FOR SE RVIC ES AND EXPENSES. 








| 

SOeOVe=> . . . . . oe F May 24, 1877, to Jan. 29,1881. . . $4,991 77 
W.R. McKeen... .... . May 24, 1877, to Jan. 16,1878. . . 130 75 
I. D. G. Nelson. . May 24, 1877, to Oct. 2,1888. . . . 20,176 37 


SIRES se May 24, 1877, to Oct. 2, 1888. .. . 14, 830 65 
John Collett... . 


) - ++... | Jan, 16, 1878, to May, 3, 1879 . . . 2,087 80 
WWisreoeemeras }-  . ..... | May 3, 1879, to Oct. 2 1888. . ... 15,711 02 
H. Mursinna. . oe 2 « » «| March 16; 1881, to Oct. 2, 1888. . . 2,352 30 
Gov.J. D. Williams. .... . =% For expenses. . « . e> -151 065 
Gov. I. P. Gray . suet fe 13 00 











as 


S ah ee Ce PR Wwe ey One eRe 


— - ee — + 





ACCOUNTS, | AMOUNT. 
WTSI TPRR. oo eee Yn Gh ein ce Rees Staking out excavation. .... . | $165 245 
BAUS ADIOtE eho ts Laine ee Surveying lot lines. 2 2... . ; 10 00 — 
ME SESHON: 8 ne ees She. Sy, gute Axeman i Os er Se cc ee | 7 50 
A Hag ih ee eons kT GAL AEN csi) Ulloa ree tana’ Kes, 6 00 
a SWI OGUGR, =i. oe nals ER sex Paykel for staking trenches, ete. , 25 24 
eee She AMDETSON! Fes 4 bse: ee He Lumber “ ¥ a5; 34 41 
Kanmacher & Denig. ....... ss e = M oe fed 18 80 
SHORTER is an be be aes Lands, grades and profiles. . . . . 190 00 
GLIAL ero oyiller 6) tinea: Wie eet a th ete ted | $452 21 
FOR EXPERTS. 
Re Epaens BP ee ara See Expert builder. . . re. $424 47 
Dees el be Sao ae = ERC ect iieeiice ew ote. a7 73 
SR OERT ES Qo de io peck. Mees <, vengineer ai. yo... 339 02 
SI ONMMGON ee ee oe bs Cer ce ©) WaxGh test oe. war = 471 50 
EES Wolters. 5G 2 a Cea ete | alder, sq. 429 75 
CLM. Aen Sie se. ive aes Say Ss OUPITESP 2 ry aetna 1 662 69 
Grand Hotel . <>. Ss Ae pul sed aD aeO OF experts is, we Gees te Lae "172 70 
ee PEL.” © sr Ge ed oe Fee aka Le Be ok eG 164 00 
AEB otis. 216.3 Notary fees Be ls, Ck: ot eae aE 2 00 
Pisaaeners& CO. 4 bie em 4 DYa wind Wo0ie visas ees lhc: feo 5 00 
JM. Wititers, .... «s Copying Tenork. cf. % |» Gedo eh S) e OO 
W. B. Burford soe Vie ae Books and stationery. ...... 82 22 


Wome c kos = 


SE 
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FOR ENGINEERING. 








FOR LEGAL EXPENSES. 


Taylor, Rand & Taylor .. . Attorney fees ...... 

Baker, Hord & Hendricks .... . ¢s BN > Bake sa 2s Li 
Coombs, Morris & Bell. ...... es ee arias fetid: te Mo Up Pica he 
i teks KOU OW Als co! sh fs) de aS ok RIG EEE CORte: es oe tey LASS Gen 2 Se Fests 
Benes VETIGHD @ er as ee 8 Transcript, city ordinance 

Oakes Dames 6 is we RFR he os Recording deeds... . .. . 
Dan. Ransdall f) aye Costs, Mansursuit ........ 
Gabriel Schmuck... ....... OOURE GOStBS 2.0% fe eone Sw ee 

A AEN ee CoB te Relhth ie ocd Costa Hints spit =: 245%. ws 
BGLipne sles fois onde pal We etnn se) 94 Abstract of title . . 

Wei, eepnes iss RG i she Se INGLATeaeess bn. aw fscls uy Be vets © 
Me Gyno 5 bites (ais as 6 Aes Witness fees. - 2. a... _— 
Webster Dit0n. is50') 2 bos, ls Fees Legislative investigation . t veils 
FAAS Gar vey’s bee ihe sy (a lel de te ow OP Witness feeb = <a) 42 2 6 eeu AY 


Watson & Dickerson 


Total 


ack Ree | Stenographer’s fees . 




















$100 35 
1,609 70 

650 00 

) 181 95 
| 2 25 
6 00 

20 70 

14 30 

§ 30 

4 50 

3 00 

4 38 

10 U0 

21 00 

40 00 


$2,700 43 








NAMES. 


W. C. Tarkington . 
R. P. Haynes . 

M. Lynch vi eles os 
Sharpe & Fletcher 
C. Doherty - 

C. Neab 


Indianapolis Gas Company. 
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FOR OFFICE EXPENSES. 


Indianapolis Water Company 


A. C. Morse it’s 
William Killian . 
J. Barbour . 

W. B. Burford 

J. M. Godown 


R. L. McOuat 
J. Hedlung . 

L. Howard . 
W. Sparks . 

kh. B. Emerson 
Albert Gall 

H. Osgood & Co 
C. Gorsuch . 

H. Sweetland . 
R. L. Polk & Co 
S. R. Holt 

J. L. Kyte . 

H. Martens. 

C. FE. Shover . 


Indianapolis Ice Company , 


A. Isensee ‘ 
Spiegel & Thoms . 
S. Beck & Son 

W. H. Davis . , 
Bowen, Stewart & Co 
F. M. Herron ; 

J. W. Roberts 

J. Millikin. 

A, Sammons .. *. 
Je OUD. 62:2 

G. W. Wolfe .- 

P. Ivoey . 

G. Tena . ; 

M. Moriarity . . 

W. Heilman . . 
Lorenzo Jett . 
J.H. Gable . 

G. B. Wright - 

H. Lieber & Co. . 
W. Martin. ..., 
J. McHugh 

P. Olsen . é 
Aneshanzel & Strong 
James Taylor 

T. Vance . 

J. W. Dayis 


Total 


- . 








$2,897 


ACCOUNTS. AMOUNTS. 

Postage and janitor 340 25 
i supplies . 50 33 
Janitor . ‘ 234 22 
Rent : 258 75 
Plumbing for oflices 98 05 
13 27 
Gas bills 62 60 
. Water bills 25 25 
. Janitor 36 50 
| 4 é 129 12 
€ : 66 64 
Books and stationery . 523 56 

Fittings, repairs, books, postage, tel- | 
egrams and express charges . 411 10 
Stoves for oflice ea tee te 74 45 
. Fittings and repairs, do 86 88 
. | Cleaning carpets, do . 66 11 
Fittings, carpenter work, do 23 26 
«| SDSL, SIC ok) Gos eS ss 21 15 
. Carpets for office . : 139 71 
Subscription to “ architect” . 13 50 
Repairs of safe 6 50 
Removal of office 17 00 
Directories 15 00 
Ice for office . 11 40 
Sprinkling street . 16 00 
Awnings 23 00 
.| Ice for office . 14 70 
io “i iS 00 
Keys for “ 2 65 
Reps. furniture 4 00 
Keys for office . . : 1 50 
Cleaning well and reps. pumps 12 25 
. Stationery. Oe see 7 15 
. Reps. of Glock . : : 7 00 
Diagrams of cut stone work . 35 00 
Movi ing safe. 50 O00 
.| Coal for office . 9 OO 
Work on annual report . 20 00 
Tin sign for office 2 50 
Moving safe. 55 00 
Sprinkling streets 17 00 
Reps. furniture 2 00 
Janitor . : 3 00 
Carpenter work, temporary stairs . 105 00 
house over stairs 40. 00 
Reps. of furniture . 4 00 
Picturedrame . 3 00 
Reps. furniture 1 00 
Reps gas fixture . 3 75 
Sprinkling streets 15 00 
. Reps. gas fixtures 16 25 
-, Watchman, State’s building 24 00 
. | Reps. furniture 2 75 
. Moving safe . 10 00 
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OLD STATE HOUSE—EXPENSE OF REMOVING, ETC. 


NAMES. 


William Sparks. 
H. P. Hall . 

M. Lynch 

C. Doherty . 

J. Giles Smith 


Indianapolis Water Co 


Total 


‘HL. Lieber & Co . 


M. Lynch : 
W. H. Morrison. . 
Rk. P. Haynes . 
J.S. Conant . . 
J. W. Black & Co 
Edwin May. 

F. M. Lacy. . 

W. B. Burford 
Adolf Scherrer . 
M. Gibel . 
Alexander Babo 

J. Laternser 

F. W. Pottage 
Jos. Boughton 
Gilkey & Stout . 


_ Adams Express Co. . 


RK. 8S. Foster. . 


Total 


AccouUNTS. AMOUNT. 
| ? 
Carpenter work, moving out... ._ $31 05 
. _ Labor, moving matting and carpets | 22 50 
it ‘a te ba ba 6 OO 
Taking out gas pipes, ete . 41 89 
te a ie ee ti Me : 10 (NM) 
te fe ti ti ad : | 4G Th 


EXPENSES FOR COMPETING PLANS. 








S158 19 





Boxing, frames, glass, etc . 

Labor, handling and drayage 
.| P hotographing plans . : 
. | Drayage and boxing . : 
Engraving and electrotypes . 
Photographs . 
Frame and glass for perspective . 
Photographs. 


—=—— 


New plans for re- letting 
ot 


. . * . r 


Boxing plans 


Copying plans and specifications ae 


Cabinet for preserving plans 
Charges, shipping plans. 
Storage of plans . 


FOR S 


W. C. Tarkington . 


Kh. P. Haynes. 
John M. Godown 


Total. . 


ECRETARIES—SALARIES AND EXPENSES. 


. | May 24, 1877, to Jan. 11, 1878. 
| Jan. 11, 1878, to June 1. 1878 . 
‘Tune 1, 1878, to Oct. 2, 1888 . 


Cards and binding, by order « of Li eg. 


60 


3 
b 
2 (01 
] 
3.00 








$4,846 21 


- — ~ 


| 293 36 


466 66 


.| 15,287 00 








$16,497 02 
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FOR SELECTING MATERIALS. 











MAMES | ACCOUNTS. AMOUNT. 

CR eRICH, 9 a Me ok hte oe mete at Labor, testing cements ..... . $19 90 
F, W. Wimdlein cae tea ae o0 pon | _ Expenses testing cement ee ee 63 96 
M. Defrees . Et I eS ores ey ee Oy eh eine NE Ea 144 00 
MO OOTONTGY |. tte, este. Geer gs et ets Traveling expenses... . . She 209 20 

DM, GOGOWI Aa Ours) ode ie Paid for models of roofing, chemi- 
eala and freight ...)..-. 3... - 73 35 
John Collett 2... 3... % Testing conerete........- 23 50 
Jae MaUgHLOn eh alt 1 0 Eo Drayage of spectmens ..... . 6 40 
Pee ate ay fr) en a Gilmore’s bill, testing stone . 213 00 
C. Dollman. Peal: ine es Conerdte how 1a 4s eee ee, Ga | 10 04 
J.A,Lyons....... .,.. . .| Stove forcementroom......] 2 20 
ie hy wanted eae fe. os ANS Scales for testing cement .... . 64 00 
Wane; Calvert &' Co. 2 2 fe Paint for ashlar ......... 9 $5 
Hadley Wright &Co ...-.-..-. Fire-proofing machinery .... . : 28 00 
Coburn & Jones. ..... .... Lumber, for roofing... ..... 4 80 
CES DOr MWR, fos o's. os Nae Dery a Labor, testing cement. 15 50 
Haugh, Ketchum & Co ..... . Experimental i iron roofing material 74 38 
Newcomb, Olsen & Co ...... 4 79 
Tuite la” en Mi geet 2) AR We ear tary Lor Bh eae Meena 0 bbe. $1,051 83 

FOR PRINTING. 
Journal Company. --... +... | Commissioner’s Reports. . . . . . Saba 4 
eeteoplewe! ois “2a a ee la Description of building... .. . 26 25 
Dob tearionres ckly vs bs fee teen Commissioner’s Reports . ; | 50 62 
The Sentinel - ...-... Deseri ptions<) 640 os eee os 15 50 
Hiauivawset acs 25 as oe. iat OR GHS > oh trae bo eee ee bot | 4 50 
ARLE TUES ey SRR Som Commissioner’s Reports . 1,420 76 
MICA Me Sa. erst eS I GA ale tsi Raye (shut tel Me all aa ie 
| 
FOR CORNER-STONE EXPENSES, SEPT. 28, 1880. 

John M. Godown . | For expense of lumber, platforms, 

'- brass band, coins and relics, books 
and metal plates, with copper box. eeo0) OO 


Total 


Li * 


$350 00 





ie os ee ot ae ee eee ee a ee ee ee ee te eT ie ed ee ee 
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SUPERINTENDENCE INCIDENT TO CONSTRUCTION. 
NAMES OF PERSONS AND AMOUNT PAID TO EACH. 


a = s ae as = SS ee ee ee 























NAMES. AcCOUNTS. | AMOUNT. 
A royals bed Bae A eile en Ce Salary—Superintendence. ... . S162 00 
Red wih Akay: te. he xk hcp « aes, Tie a | 300 00 
BW ile OR URS.) SoS peek Bee: aie es ; and labor pay-rolls . . . .| 5,451 25 
George Northway ....... sone he! iad but Neils Kee tin Dee ee danas 2,167 75 
Adolf Scherrer... 4... ..- 2... An and labor pay-rolls rows 2,355 87 
J = Gh peodannest ete usinn. <i s : aay We ¥,842 48 
Jas. Lawless. . 2... ss 5, 43h ol EMRE TEISLEL,© Ue pate VPM ge om ole tl ee | 82 00 
Werstlodoes Shin. ae osha a _ Assisting superintendent... . «| 39 00 
Pe EMORY cre ay vate! os! 2 - » + «| Inspecting lumber ........ | 423 00 
MG Te OTTO: be Oe ert ie oe) 71M oe _ Books and stationery for supt . ag | 51 00 
Ja Godown ore 2. eek ot es Tools for superintendent .... . 4 25 
Thomas Baker .¢: ... .% .. ....| Assisting superintendent Jeet a Lo 5 00 
Drew & Wasson... . ~~ - . - | Coal for superintendent's office. . | 3 80 
BenvEoand ss. 2. tor =e. ye oe he ' Carpenter work—temporary stairs | 
} DUO) ee eieds Gone? | 29 00 
A.B. Meyer& Co... . . . « » «| Coal for superintendent’s office . . | 3 75 
rowing <6 Son «a bos eg toe ene we ee A 10 85 
Rob odter GAs eras Gos, =| POnUROU OBMOEE. isha cs a). 2G 4 00 
Tatedt Wa OA & 4 ith on. Pin cari treet Me, Oo Beast BF Ss ee $20,935 00 
PRESERVING, CLEANING AND CARE-TAKING OF BUILDING. 
NAMES OF PERSONS AND AMOUNT PAID TO EACH. 
Tim Griffin .... +... .. . .| Salary and Jabor pay-rolls .. . .| $5,955 79 
Knight. Jillaon.*..6 2. = 6 Tools and supplies TE CAN apie | 54 19 
Hildebrand & Fugate....... %, pobre area 140 96 
Francke & Schindler ...... .- haat 4 (Pere ees mee |. 53 20 
(Foe ere tl ae Ee rR / Oi and enppliggt a 2 mas we | 14 42 
Coburn & Jones ....... co MINS ie se Be x ete Obs ee a 1 50 
Schroeder Bros... ..... ..+| Supplies .... 1... ees] 2 60 - 
J, Bradshaw -... 9... oe A gh a a er ae ee | 10 00 
gerade WGI DOPE: Pry ah gales ae es ; a (saw-dust) ah Seg a Se | 3 00 
Buffalo Beale Co lp oS eee = cbesles foritogsh fe o.. 3 me a 115 00 
EK. FoGobel 20. 2 6 en we ee Removing ashes ........-. | 16 00 
Wiles, Cofind Co .... eo tg: Supplies attest cs wee Be | 2 50 
Pavan Carey ce fe cOs cone ale, EI a ow Mite a Bes toe 11 20 
Tee MUTA: chert cette balls Removing ashes ........i:. 175 00 
EPO TEELT = Ba, vs A coat els 2 ee Platforms for President Gleveland’s 
FEGeDHOR cer ok) is, G ie see 109 70 
Wes kc EMT TOY bs acta) Gr 8 be, oe ve Supplies—brooms ........ | 12 85 
UCASE OID OEE fice a Pe. we e: e oe” et ae eR a en ay | 34 25 
Re anethy We he ar aps Boe) oh OW eR. ek nT. bats | 149 00 
Indianapolis Bolt Works .... . Tools and supplies. ...... | 20 00 
SCPC COCENEUN 8s re-let hs Pete ee ey es Grass eeed for lot .....4... 23 20 
J, Harding . 00. ei ae a a -| Furniture polish... .. ments 6 00 
SoottPaner Oo-25. 0. sey alae GIOBGEDEPEr 6 oe so ew a Oe 274 00 
Prank Hertig 020.0306 2s do. % | Wleamiig walla... 2. so. 4 ee. 72 00 
Balke & Krauss... 2.5... Lime and plaster ...... "384 3 10 
Bingham & Walk... .. . .. .| Cleaning clock batteries er 15 00 
Steel Pulley Co... 2... . eA PANE = Mee Lic. noe. Aeio rat 1 28 


arnt Uae Ar od oe selucs Wee betes? ad a. Wan sd ol Reem SSRN Mera 
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NAMES, ° | ACCOUNTS. | AMOUNT. 
Ay Beyer’: Co... oe SS eas Be ee ee el eee | $15,630 O8 
Pemeen WOO... ss eek ate ses, » A ee ee 271 62 
MU eM ALI CoO Sass, Jo bres ate ee Oil and supplies... ....... | 92 22 
IPED WIDSIOW 0 wh he Seas DAO yo sde Ble Capas wae 60 00 
Raters Orgne: « sat isp’. oo 40 an eid ASE ah a ny ee 240 00 
Penman Oia woke We He tete a Bens ee en ay pes A eS 92 20 
BE, aie Ge aetna? vat bine be Labor pay-rolls (engineer and fire- 2,835 50 
STNAD VS ns ed bee ta fe Bosd Oe" 
Knight & Jillson. . ....... TORUS 6) fy Are Mechae psn 277 79 
Indianapolis Bolt Works ... . . SM a ty htos ened ah) eV ager Rs: Sour eile 21 85 
Balke .cokrenitoeis (ec) >> ,[o 3 els Cement and fire brick ...... 20 27 
Indianapolis Water Co. . . . .. . Wratér biile. ... 5) Sess eeu a 1,468 30 
Indianapolis Gas Co... .... . Gan Die: tis os oleh a epee 2,493 59 
Brush Electric Light Co. . . . ..| EBlectriclights. ......... 54 80 
Indianapormataral Gase'Co.,..-< <i] Baels wceys eee oes epee 432 00 
JOROrs MIE NGOs. Me os se ee Paint, oils and brushes. .... . . 45 73 
| Lillie & Stalnaker... .:..... Sry ly ee a Sa | Lor ee ee 5 80 
Ws, Pacem tre 7 55 Shea vege Ee Roelifer Dollars Acc. s ota 2 © 714 40 
{2 i ee toe ee PMOVGNS 45 yon oh oR eet BA > oe Ws 29 74 
Dy SDS aE ABS ae Ay eae Oe daa oe Ae te oe 31 50 
Browning &Son. ..-.-.....-. Beha Aehae eae > ate was” mien oalt 1 87 
Hildebrand & Fugate....... SFT ind eae ee ae eee 1 24 
BOLE GCOS, ae sts a) 0) ke any SE eck atte. ek Matte he Mee tr cane 77 10 
Indianapolis Manf. and Supply Co. Supplies... ........-.. 2 00, 
SE USER 5 Se, ee NEG KR ere OF of OR ee Pi ae 8 Ay ae 3 7) 
| CO UE 2a ee ore Services for inspecting and weighing 
i OG Na 4% cod ety fe far oreo Las 212 695 
Oe oe Ei) > ne ore Sree. ipee te 5 > et ofws Oy 3 20 
RS LOUHE, eaten DB Se Well in basement ........ 24 38 
Walworth ManfCo. ... . 0.9% For engineers and assistants, running 
heating apparatus for 3 years . . 6,754 23 
Teather Belt Gis. so. AS BARI LONG Ne. Vdtta tion ae vet ite leerer rey ve 5 00 
Stamper ewes ts el Mee i REE oe ete” So aie ae 44 80 
Crane ElevatorGo. ........ PaO ge Pie 0 Be, Sais aA 8 05 
DP NUIAUIMUEY ae eee hes 6's) se wid 8 Removingrubbish........ 20 00 
GCSE EE, 20g os, ale get Ge Ave Dae & Palate ae SL Sa Ltt Ws $31,975 67 
TEMPORARY QUARTERS FOR STATE OFFICERS. 
Heirs of Isaiah Mansur. .... . Rent of Gallup Block ...... | $16,731 08 
PIMPLE EM ys vist Sees TA eel Rent of Armory Te ice fare 1,125 00 
Sh Oe RP Se bay Sis ROT Ne le SA se | 350 00 
PRR AAS Ce COLD 5.6 ele os et fe, ere Rent and fitting Leg. Halls ta areoeagh 894 50 
SOR MUIISIMITRGK Ses ee pr) Oe Labor 5 eet 95 00 
DSOTEOR CEs i sal x Te, oot ey oe Ash-pit—Gallup Block OAS ee | 15 00 
D SPRPRRMEIDER Cee tise oie <6 ie ye cle yh gd} Repairs Sm perro? tits dein ees ees 7 34 
Jt 20 ee Sg es a ae Glass 3 eRe 8. he ee 1 90 
St NESE ihrs oy a a oe aa Removing ashes... .. . ; 2 50 
WY EEO We ar ti a a ce Cit Decorations, Hendricks’ funeral . . 27 32 
G. Wiattoominatca.: 5s 6 ee seas _ Removing his OMGE Shh, i SEATS 40 00 
J.B, MeShephernd. . 2... 6 6 as a x Saher 25 00 
J..W.MoShepherd =: ..... 5. Rent of Armory... .. viet oa 50 00 
Doigsia Canis thas wails ss \s* @ vate eas Removing State Library. ..... | 127 70 
Tim Griffins... ... 2... «| ofiice—Geologist . 81 75 
SS,» OS ee a Por og eo eee, oe $19,574 09 
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FOR TEMPORARY HEAT, LIGHT AND WATER. 
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This ground being practically level with the surroundings, was 
elevated four feet above the street sidewalks and the grade line of 
the building established at this height. , 

The plan of the building in general confines itself to the building 
site, being an oblong of 496 feet in length and 283 feet in width at 
the extremes, with sufficient recesses and projections to obtain 
architectural effects and good proportions. 

The first story floor, in the center of each facade, is reached by a 
wide flight of steps leading direct into the corridors. 

The corridors, 67 feet wide and 482 feet long, extending through 
the entire building, are considered one of the main features of this 
Capitol, and, as designed, afford the open court system adapted tor 
ourclimate. They give easy and direct access to every apartment, 
and sufficient floor space for any occasion that may arise in the 
future. : 

At the intersection of these spacious corridors, in the center of 
the building, is the memorial dome, built in stone and ornamented 
with niches, marble tablets for inscriptions, and statuaries allegor- 
ically relating to the purpose of this structure. 

The corridors are lined with polished marble columns, piers and 
pilasters, supporting the galleries on the second and third story, and 
the skylights on the south and north of the dome. The skylights, 
each thirty-five feet in width and one hundred and fifteen feet in 
length, give an abundance of light to the interior, and, coupled with 
the octagonal skylight of the dome, forty-eight feet in diameter, 
present an imposing effect. 

The main staircases, four in number, leading from the first story 
to the third story, are conspicuously placed to the right and left of 
the corridor in the south and north end of the building, and will 
prove to be well adapted for the communication of the occupants 
and the public in general. Two elevators have been placed near the 
center of the building to facilitate the communication with the differ- 
ent floors. 

The first story of the Capitol is arranged for the various offices and 
departments pertaining to the official business of the State, the Ex- 
ecutive Department, Secretary of State, Auditor of State, Insurance 
Department, Land Department, Treasurer of State, Bureau of Sta- 
tistics, Superintendent of Public Instruction, Board of Benevolent 
Institutions, State Board of Health, Attorney General, Clerk of Su- 
preme Court, Board of Agriculture, and the Adjutant General. 
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The second and third stories are arranged for the Legislative De- 
partments (the House of Representatives and the Senate), the Su- 
preme Court of the State, the State Library and the Geological 
Department. 

The basement contains the heating apparatus, storage rooms for 
the departments on the first story and storage rooms for the armory 
of the State. 

The Legislative Chambers are placed in the center of Tennessee 


and Mississippi street fronts, the assembly rooms for the House of 


Representatives east, the Senate Chamber west of the dome, two 
stories in height and lighted direct from the outside. 

These large assembly rooms are provided with lobbies, cloak and 
sitting rooms for members and employes, and gallaries of sufficient 
seating capacity. All of these rooms are accessible direct from the 
main corridors. 

The State Library occupies the entire south front, while the Su- 
preme Court Department is placed in the north part of the building, 
being the most removed from the noise of the surrounding streets. 

The third story contains the Geological Department, placed above 
the State Library, the committee and working rooms in use during 


the sessions of the General Assembly, and the office rooms for the ~ 


Reporter of the Supreme Court. 


EXTERIOR. 


For the impression ‘of grace and elegance in lines, the renaissance 
is admirably adapted for a building of this kind, and if coupled with 
good judgment and experience for its application in elevations and 
masses of so large dimensions the result, architecturally, must be a 
success. 

In the decorative effect the sky lines of a building play an im- 
portant part, and it is in this style, particularly, where the desired 
effect can be produced harmoniously and in a manner pleasing the 
cultivated eye. 

It was these reasons that led to the adoption of the renaissance 
for this building, and the effect obtained on the exterior and inte- 
rior throughout is a proof of the correctness of this assertion. The 
detailing throughout is harmonious, calculated for the effect desired, 
and the ornamentation balanced in its application. 

On a rusticated basement, ten feet in hight above the grade line, 
is the first story, twenty feet in hight, crowned and separated from 


EE Se 
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the upper portion of the structure by a dental cornice, thus com- 
bining these two stories into the base of the building. The base- 
ment is heavy, rock-faced work in its entirety, the first story treated 
in a manner to give strength and solidity to the different parts of 
the same. 

The second and third stories are combined, decorated with corin- 
thian columns and pilasters, the stories separated with a heavily 
moulded frieze wherever the stories in the interior are distinct. In 
the center parts of the different facades, however, the expression of 
the outer architecture corresponds with the interior arrangement, in- 
dicating a full story. 

The entire building is crowned by a cornice proportioned to the 
full height of the same; the corners, or pavilions, are treated with 
atticas and roofed by cupolas. 

This treatment affords a pleasant, imposing sky line, combining 
the various masses into one. 

Of all the forms created by architects, the dome is perhaps the 
noblest and for the exterior effect of a building of this size and 
character it is almost indispensable; yet it is one of great difficulty 
to master in the interior arrangement of a building of this class, as 
experienced in many instances. 

The dome in this building is designed for a memorial dome. It 

a structure by itself within the capitol, to be dedicated by the 
people of the State of Indiana to the great men of the State, and 
this thought ought to be carried into effect in the future to make it 
the main feature, as intended and expressed on the exterior. 

The square of the dome, 72 feet by 72 feet, rises above the main 
roof, where it is shaped into an octagon, forming a base for the 
tambour. The tambour, similar in its arrangement to the archi- 
tecture of the building, is crowned by a heavy cornice and attica, 
from which rises the cupola, surmounted by a lantern proportioned 
to the lower part of the structure. 


CoNSTRUCTION. 


The construction of the entire building has been well considered ; 
it is practically fire-proof and erected in its entirety for permanency, 

The selection of all materials has been careful and well suited for 
a monumental building calculated to serve for ages. 

The outer and inner walls rest on a bed of concrete, proportionate 
in section to the weight calculated to sustain, and the superior ma- 
terials and workmanship employed in the foundation of the building 
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and the dome have resulted in the fact, that no unequal settling of the 


walls took place, and the evils from this source, so often found on 
buildings of such magnitude, have not appeared in this structure 


The footings of all outer and inner walls, the outer basement walls 
up to the grade line of the building and the foundation and. base- 
ment walls of the dome are constructed of stratified blue limestone, 
from the quarries of St. Paul, Greensburg and North Vernon, Ind., 
laid in regular courses from twelve to twenty-four inches in hight. 
To prevent discoloration of the oolitic limestone of the basement 
story from moisture a granite course of Hurricane Island, Me., 
was inserted entirely around the ground line of the building. 
The outer walls of the superstructure ranging in width from four 
feet six inches to ten feet, are built of oolitic limestone throughout 
up to the first story floor level, in regular courses; the outer walls, 
above the basement story, in ashlar work, not less than twelve inches 
in depth, well-bonded and anchored to the brick-backing. 

The dome piers, from the first story to the main cornice on the 
interior, are constructed of oolitic limestone in regular courses, from 
this point to the roof line in heavy ashlar work, as the outer walls 
of the building. 

The oolitic limestone for the entire building has been obtained 
from the quarries of Monroe and Lawrence Counties, Ind., and has 


been carefully selected for the purpose. 


The inner walls and backing of outer walls are built of hard- 
burnt well-selected brick laid in Loutsville ceement mortar. 

The floor construction consists of heavy-rolled wrought-iron 
beams, girders and channels, in sections according to the various 
spans, filled in with brick arches on the first story floor, and flat arch, 


hollow tiles on the second and third story floors and ceilings. 


The roof trusses and purlins for the entire building, the cupolas 


‘of the dome, lantern and pavilions are constructed of wrought iron, 
the roofs of the main building covered with Pennsylvania slate, the 


cupolas with copper plates. 3 
The corridor skylights are double in construction and Ladunenaene 

from each other. The outer skylights covered with g-inch Ameri- 

can rough-plate glass, the inner skylights, visible from the corridors, 


‘with embossed plate-glass of appropriate design. 


_ Domestic marbies and granites were employed in the iano finish 
oF the. corridors. The columns, piers and pilasters on the first, 


second and third story floors, the wainscoting in the various stories, 


4-8. H. C. 
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the grand staircases, the columns in the dome and large Assembly 
rooms, the corridor floors, mantels and panels for wainscoting are of | 
different kinds of marbles and granites, highly polished. 

White oak, of superior quality, plain and quarter sawed, has been 
used exclusively for the finish of the offices, committee rooms, etc. 


HLEATING AND VENTILATION. 


The Capitol is heated by low pressure steam, direct and indirect 
radiation, the direct for the corridors and large assembly rooms, the 
indirect for the other apartments. 

As no other method than that of impelling air by direct means, 
with a fan, is equally independent of accidental natural conditions 
and equally efficient for a desired result, this method of heating was 
adopted. 

Four fans, one for each quarter of the building, have been placed 
near each air entrance in the basement, capable of furnishing 265,000 
cubic feet of air per minute—each, at from 3} to ? oz. pressure, fore- 
ing the same through the air ducts to the radiators and up the flues 
into each room, always easily and perfectly controlled by a damper 
placed in each flue. This arrangement relieves all parts of the 
building from dependence of direction and force of winds, or any 
other external influences. In the summer season this system may 
be used with the same result for the cooling off of a building, if de- 
sired. 

The heating of the building through two seasons under very unfa- 
vorable circumstances has proven satisfactory throughout. 

The ventilation is accomplished by means of flues from each room, 
connecting with the ventilation ducts and shafts in the attic, which 
are arranged in a manner similar to the air ducts in the basement, dis- 
charging the polluted air through the lanterns of the pavilions. 


(FRADING. 


The Capitol grounds have been graded and a stone curb eighteen 
inches high placed around the entire lot; at the corners and en- 
trances to the grounds, stone piers with appropriate lamp-posts finish 
the irnamedinte” surroundings of the building. 

Cement concrete walks, sixty feet in width, lead from the streets 
to the entrances of the building on the east, south and west front ; 
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for the convenience of the public, a driveway to the north entrance 
has been constructed and a cement walk, six feet in width, laid 
around the building. 


FURNITURE. 


The entire building, in design and materials, is furnished har- 
moniously with the interior finish and importance of the various 
departments, and all the furniture has been expressly designed and 
executed for this purpose. The House of Representatives is arranged 
for one hundred members, and Senate for fifty, and all are furnished 
with desks, rotary chairs, sofas, tables, and rostrums for the Speaker 
and President of the Senate. 

The furniture for the reception rooms of the Governor, Lieuten- 
ant Governor, and Speaker of the House, is similar in design and 
finish to the furniture of the assembly rooms, executed in San Do- 
mingo mahogany, polished, the upholstering on the same in maroon 
leather. 

The furniture for the various departments on the first, second and 
third floors is executed in white oak, arranged and designed in ac- 
cordance with the memorandums furnished for this purpose by the 
chiefs of the various offices. 


LIGHTING. 


The building at present is lighted by artificial gas, but is also ar- 
ranged for incandescent electric light. The wiring throughout has 
been done with much care, and several tests were made to warrant 
the successful working of the same whenever the electric plant for 
the building will be installed. 

The building was lighted on various occasions, and the distribu- 
tion of the light in the corridors, large assembly rooms and various 
rooms throughout is sufficient and effective. 


CARPETS. 


The large assembly rooms, the rooms of the Supreme Caurt Judges, 
and the offices of the Executive Department, are carpeted with body 
Brussels, the remaining offices on the first, second and third floors 
with linoleum. 





SS LSC — 


52 


DIMENSIONS. 
Length of building, south to north, through center .......496 ft. 
Width of building, east to west, through center............ 285 ft. 
Washington and Ohio street fronts. ...ccci kde Sete seeee cl 186 ft. 
Tennessee and Mississippi street fronts....................008. 473 ft. 
Berolit-of basemen tcc. ga teee varied bys eeeale mtnSicas cans lane seen 13 ft. 8 in. 
Height of titst Bor yrs cccswcele sc: hs weena era caoat poi Med Ss, seek ki 20 ft. 
Height of second stotyyaelces cates ees ey ee 20 ft. 6 in. 
Eleight-of third story ses. 6.5 o6se-eeher tees - LRM 16 ft. 6 in. 
Height of third story corridor......... hoon elen eee se Ae 30 ft. 
Haight from first story to dome skylight...................0. 105 ft 
Aeieat Of Hall-of Representatives... cc. t <pldeee teense ethnas 49 ft. 
Weercbtior Senate Cham beric.::)cniiannevis inate wo sysskos$ 49 ft. 
Height of Tennessee and Mississippi street rows, center 
POTION os isnt Sores vetecs er eeneeemen sn sas Maceta awe MANES RE | aacltcunys 102 ft. 
Height of Washington and Olio street fronts ...........2... 92 ft. 
Height Gf corner pavuion 4.01.4 ce ss cosa tes eee eck Sais waleor kbs 
Biever Ht ab, Gone ss cis asovees ee een ve wee ceues ities baa hed eens oes LVN 235 ft. 
Puan or First Froor. 
} Secretary of State. 
Room No. 1—Secretary of State private oflice...........: 14 ft. x 18 ft. 
- Room No. 2—Secretary of State business office........... 18 ft. x 50 ft. 
Room No. 8—Secretary of State business oflice........... 18 ft. x 33 ft. 
a. Secretary of State vault .:........:...... 15 ft. x 15 ft. 
Hxecutive Department. 
Room No. 4—Governor’s reception room ................4. 28 ft. x 48 ft. 
Room No. 5—Governor’s private room.................660 15 ft. x 28 ft. 
Room No. 6—Governor’s business office................600-. 28 ft. x 29 ft. 
Room No. 7—Governor’s secretary’s private office....... 16 ft::x 16 ft. 
im | Adjutant General. | 
Room No. 3 idiwinitt General’s business office....:...37 ft. -x 38 ft. 


Room No. 10—Adjutant General’s private office ......... 18 ft. x 34 ft. 
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Board of Agriculture. 


Ske cee een PCS Tee eee 28 {t. 


Room No. 11—Horticultural room..........00...s0ee000 cee 18 ft. x 34 ft. 
Room No. 12—Board of Agriculture....................00.. 37 ft. x 38 ft. 
Room No. 14—Secretary Board of Agriculture........... 17 it. x-28 ft. 
Room No. 15—Agricultural Museum .................2..008. 28 ft, x 29 ft. 
Clerk of Supreme Court. 

Room No. 16—Clerk of Supreme Court, files office...... 15 ft. x 28 ft. 
Room No. 17—Clerk of Supreme Court, business office..28 ft. x 29 ft. 
Room No. 17—a Clerk of Supreme Court, private office..16 ft. x 28 ft. 
6 Clerk of Supreme Court, vault.......... 15 ft. x 15.ft. 

Room No. 18—Clerk of Supreme Court, files office...... 18 ft. x 33 ft. 

Attorney General. 

Room No. 19—Attorney General’s business oftice........ 18 ft. x 33 ft. 
Room No. 20—Attorney General’s private office ......... 18 ft..« 18 ft. 
State Board of Health. 

Room No. 23—Secretary State Board of Health.......... 18 t. x 18 ft 
Room No. 24—State Board of Health, business office...18 ft. x 33 ft. 
Board of Benevolent Institutions. 

Room No. 25—Board of Benevolent Institutions, busi- 
MESS PGHNGE: ss Vig lyalalcesele codaciunn caves 18 ft. x 83 ft. 
Superintendent of Public Instruction. 
Room No. 27—Superintendent of Public Instruction, 
TSIM GRE QBICO in Scones wreicenntiotasmeat 28 ft. x81 ft. 
Room No. 26—a Superintendent of Public Instruction, 
DEIVAUC OMA COs cess 5 esc eininis a een ceemexsns 15 ft. x 28 ft. 
b Superintendent of Public Instruction, 
AL ies sdk con eet conseay ewe crea Stand eaeaneeNee 15 ft. x 15 ft. 
Room No. 28—Superintendent of Public Instruction,. | 
| MEI V ALC OLE CO) ds pect et eaeat eae penal ans 15 ft. x 28 ft. 
Room No. 29—Library Superintendent Public Iustrue- 


x 30 ft. 








Room No. 
Room No. 
Room No. 
Room No. 


Room No. 
Room No. 


Room No. 
Room No. 
Room No. 


Room No. 


Room No. 


Room No. 


Room No. 


Room No. 


Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
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Bureau of Statistics. 





31—Bureau of Statistics, private office........17 ft. x 22 ft, 
32—-Bureau of Statistics, document room ...14 ft. x 17 ft. 


33—Bureau of Statistics, business office ...... 20 ft. x 37 ft. 
31—Bureau of Statistics, private office........ 24 ft. x 33 ft. 
Auditor of State. 
35—Board of Equalization.. ............. 0.0... 24 ft. x 33 ft. 
37—Auditor’s business office...... Peccceubieee 36 ft. x 37 ft. 
6 Auditor's vault..cvscescetacdsnd vase. vas OU EG Th, 
39—Insurance Department..................-...5. 28 ft. x 29 ft. 
40—Auditor’s private office....................4.. 15: ft, 2728 at 
41—Land Department ............... cece ee ees 28 ft. x 33 ft. 
Treasurer of State. 
43—Treasurer’s business office................... 18 ft. x 33 ft. 
6 Preastirers vaults. c eres eee 15 ft:cx 15 TE: 
¢ Room for Night Watchman.............. 13 ft. x 28 ft. 
44__Treasurer’s private office........... .....200. 18 tt.cxo18 6. 
Commissioner of Public Printing. 
45—Business office, Com’r Public Printing..18 ft. x 33 ft. 


PLAN OF SECOND SToRY. 


State Library. 


47—-Reading room, State Library .............. 33 ft. x 75 ft. 
Ge.) Biste Na braryies sm eracereee nh 1.00, 02 £6, Xx 50 It. 
Oe Stato braley ancien es etnias ex eek 32 ft. x 50 ft. 
48—Private office, State Librarian.............. 18-46. % 3326 
House of Representatives. 
50—Enrolling clerks’ and stationery room....28 ft. x 29 ft. 
51—Clerks’ room........... eee UN at eves 15 ft. x 28 ft. 
H2— Ene rossing Clerks )i.. laos nels eee eens Geenns 28 ft; x 29it.° 
53—-Doorkeaper ohne ne ot as VG £6; zl tt: 
54—Cloak room for House of Represent’ves..17 ft. x 86 ft. 








Room No. 


Room No. 
Room No. 
Room No. 


Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 


Room No. 
Room No. 
Room No. 
Room No. 
Room No. 


Room No. 
Room No. 
Room No. 
Room No. 
Room No. 


Room No. 
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55—Assembly Hall, House of Represent’ ves..62 ft. x 72 ft. 

Lobby, House of Representatives ........ 11 ft. x 72 ft. 
56—Sitting room and postoflice................. 17 ft. x 36 ft. 
o7—Speaker’s private room.. ..................5- Ay ft: x28 ft 
58—Speaker’s reception room.................... 28. ft. x 29 ft. 

Supreme Court. 
Ure MOLE’ 6 TOON...) 0/4 ce uay sate aewtened iltaa ek 15 ft. x 28 ff. 
6l-—Judge’s room’ 5. ae cae vins B iaalater cs 15 ft. x 19 ft. 
GES dee’ 8 POON We cece se cas Hew sd oc oe ode verenee 14 ft. x 28 ft. 
B5—-) DOME BROOM: ny tat hat Ab nh teow 16 ft. x 28 ft: 
Of — Law: Library asc, <saccsestenaiew terete 33 ft. x 52 ft. 
65—Private office, Law Librarian .............. 18 ft. x 18 ft. 
66S aMIlOMS VOOM: o.com ovens valean Bede sc 8 ft. x 12 ft. 
6%-—Supreme Court:room  .isieeicesetynss biased 47 ft. x 50 ft. 
G6S—JaniCOr SG POOM on seys ceesyLenarleancthee, 8 ft. x 12:ft. 
BO OO OOM C1. cos cect etivanelingimorus 18 ft. x 18 ft. 
10—Consultation room, «cs s.iscsvie-teveyscexee tes 32 ft. x 83 ft. 
Uhr AROS TOOL. cust civedescca ae iiss oat, ene ol 18 ft. x 33 ft 
D2) AAD BO TOOT oor 06 wan ay gexec ed teotnenenttngs Bixeds 15 ft. x 28 ft 
Head Ges THOM.) .cias5 tenet pence eececales 14 the x 28 ft 
74—Judge’s room ........2....0..000 Sve ater Dati LOE 
Senate. 

4o—Beeretary Of Senate... ccc: ccsesdigss css 15 ft. x 28 ft. 
16—BSecretary of Semate...........60.cc0.csceeseee 14 ft.’ x 28 ft, 
Ti—Secretary of Senate...........ccccceeeveceesss 15 ft. x 28°ft. 
79—Cloak room for Senators .................0.. 20 ft. x 37 ft. 
80—Assembly Hall for Senate .................. 53 ft. x 68 ft. 

TG BY -TOr ROUGE iccnclpe earn Mee ow rtieen hs 19 ft. x 68 ft. 
81—Sitting room for Senators ...........cs.000 20 ft. x 37 ft. 
82—Lieutenant Governor’s private room.....16 ft. x 16 ft. 
83—Lieutenant Governor’s reception room..28 ft. x 29 ft. 
84—Doorkeeper’s room ...........c000cceeee seeeee 15 ft. x 28 ft. 
85—Clerk’s room and stationery ............... 28 ft..x 29 ft. 
87—Historical Society ........... 0.0.0. ccc ee ee eee 18 ft. x 33 ft. 








Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 


Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 


Room No. 
Room No. 
Room No. 
Boom No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 
Room No. 


Room No. 
Room No. 
Room No. 
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PLAN oF Turrp StTory. 


89—Committee room, House of Repr’s....... 18 ft. x 33 ft. 
91—Committee room, House of Repr’s...... 28 ft. x 29 ft. 
92—Committee room, House of Repr’s...... 15 ft. x 28 ft. 
93—Committee room, House of Repr’s...... 28 ft. x 29 ft. 
94—Committee room, House of Repr’s...... 16 ft. x 16 ft. 
98—Committee room, House of Repr’s...... L7 ft. x 28 ft. 
99--Committee room, House of Repr’s...... 28 ft. x 29: ft. 
101—Committee room, House of Repr’s...... L5 ft. x 28 ft. 
102—Committee room, House of Repr’s...... 28 ft. x 29 ft. 
103—Committee room, House of Repr’s...... 16 ft. x 28: ft. 
105—Committee room, House of Repr’s...... 18 ft. x 18 ft. 
Supreme Court. 
LOA TiBW LF DPALY. los Moi nglaswecar die beaee cn oniees. o2 ft. x 52 te 
POG — ER ECOL BN POONA) oc, Fen) nutes Pattee hone ee ante 8 ft. 212 ft 
COV) BONITO Ss TOOT cos: (estas se oseareeeone es dese) Sid by x Mee bs 
108—Supreme Court Rep’t’r, Clerk’s room..18 ft. x 18 ft. 
109—Supreme Court Rep’t’r, business office..32 ft. x 33 ft. 
110—Supreme Court Rep’t’r, private office..18 ft. x 33 ft. 
Senate. 
111—Committee room, Senate................... 15 ft. x 28 ft 
112—Committee room, Senate................... 28 ft. x 31 ft 
1183—Committee room, Senate.................. 15 ft. x 28 ft 
114—Committee room, Senate................... 14 ft. x 28 ft 
115—Committee room, Senate................... 15 ft. x 28 ft 
119—Committee room, Senate......... ......... 16 ft. x 16 ft 
120—Committee room, Senate......... ........ 28 tt. x 29 ft 
121—Committee room, Senate. ................. 15 ft. x 28 ft 
122—Committee room, Senate.. ..<..6 6.26. cssee 28 ft. x 29 ft 
124—Committee room, Senate........ sus tesen are 18 ft. x 32 ft 
Geological Department. | 
88—Geological Museum ........................32 ft. x 50 ft. 
125—Geological Museum ................2...4655 32 ft. x 50 ft. 
126—Geological Museum ................2...0005 32 ft. x 75 ft. 





Rooms Nos.'21, 30, 46, 49, 78, 86, 90, 116 and 123, water closets. 
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QUANITIES 


55,076 cb. 

5,527 cb. 
161,759 cb. 
139,298 eb. 

2,765 cb. 
33,168 cb. 

2,673 cb. 
67,483 cb. 

8,634 cb. 
56,989 cb. 
41,025 eb. 
66,802 cb. 
44,113 cb. 
13,644 eb. 
43,838 cb. 
36,802 ecb. 
101,836. cb. 
35,765 cb. 

4,936 cb. 


aT 


oF MatTerrALs Usep IN THE CONSTRUCTION OF THE NEW 
State Housk or THE STATE OF INDIANA. 


Mason and Cut-Stone Work. 


yards excavation and filling in. 

yards concrete. 

feet stratified limestone for footings. 

feet stratified limestone for foundation walls. 
feet stratified limestone for piers. 

feet stratified limestone for dome foundation. 
feet oolitic limestone for steps and platforms. 

feet oolitic limestone for outer basement walls. 
feet oolitic limestone for basement floors. 

feet oolitic limestone for first story walls. 

feet oolitic limestone for second story walls. 

feet oolitic limestone for third story walls. 

feet oolitic limestone for attic walls. 

feet oolitic limestone for columns and porticos. 
feet oolitic limestone for first story dome piers. 
feet oolitic limestone for second story dome piers. 
feet oolitic limestone for third story dome piers. 
feet oolitic limestone above third story dome piers. 
feet oolitic limestone for interior finish. 


Granite. 


1,968 cb. ft. Hurricane Island gray granite base course. 

1,989 cb. ft. Fox Island gray granite plinth, polished, for corridor 
columns. 

1,144 cb. ft. Jonesborough red granite column shafts, polished, for 
dome. 

1,056 cb. ft. Jonesborough red granite column shafts, polished, for 
House and Senate. 

192 cb. ft. Jonesborough red granite column shafts, polished, for 

grand staircases. 


Marble. 


8,469 cb. ft. Southerland Falls marble columns and pilasters for 
first story corridors. | 

2,074 cb. ft. Southerland Falls marble columns and pilasters for 
second story corridors. 
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1,940 cb. ft. Southerland Falls marble columns and pilasters for 
third story corridors. 

281 cb. ft. white Rutland marble for columns in House and Senate. 
3,866 supfl. ft. paneled marble wainscoting for first story corridors. 
2,136 supfl. ft. paneled marble wainscoting for second story corridors. 
2,322 supfl. ft. paneled marble wainscoting for third story corridors. 

882 cb. ft. Tennessee marble architraves for corridor finish. 

1,440 sp. ft. variegated Vermont marble for House and Senate 
wainscoting. 
60 marble mantels for office rooms. 
4 marble mantels for House and Senate. 
4 marble staircases. 
76,596 sp. ft. marble floors. 
3,327 sp. ft. marble wainscoting for w. ec. 
11,402 sp. ft. encaustic tile floors. 


Brickwork. 


3,420,916 brick in basement walls. 
5,254,262 brick in first story walls. 
4,128,021 brick in second story walls. 
2,945,333 brick in third story walls. 
3,410,756 brick above third story walls. 
483,210 brick in first story floor arches. 
515,675 brick in fresh air ducts. 
217,124 brick in return pipe channels. 
236,152 brick in chimney shafts. 
1,372,500 brick in dome. 


Hollow Tiling. 


135,700 sp. ft. 12-in. and 9-in. hollow tiles, flat arch. 
18,484 sp. ft. porous terra-cotta for ceiling floors. 
36,072 sp. ft. concrete cement floors. 


Wrought and Cast Iron Work. 


1,890,220 lbs. 12-in. wrought iron beams. 
1,573,070 lbs. 15-in. wrought iron beams. 
787,003 lbs. 15-in. box girders. 
80,770 lbs. tie rods for beams and girders. 
70,340 lbs. cast iron bed plates. 
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25,286 lbs. cast iron bricks. 
7,800 lbs. cast iron lookouts. 
63,250 lbs. 12-in. wrought iron channel beams. 
1,057,565 lbs. wrought iron for roof trusses and purlins. 
253,880 lbs. wrought iron for pavilion roofs. 
195,341 lbs. wrought iron for dome roof and skylight. 
190,751 lbs. wrought iron for stone and brick anchors. 
106,135 lbs. cast iron columns. 
98,560 lbs. cast iron for grand staircases. 
250,520 lbs. cast iron for corridor cornices. 
39,185 lbs. cast iron for staircases to basement and roof. 
15,819 lbs. iron gratings for basement windows. 
208 In. ft. brass railing for galleries. 
7 fire-proof vault doors. 
1 fire and burglar-proof vault for State Treasury. 


Copper, Lead and Slate Work. 


2,647 In. ft. copper facing of gutters. 
19,198 sp. ft. copper roofing for pavilions. 
12,789 sp. ft. copper roofing for dome and lantern. 
8,400 sp. ft. copper frame work for outer skylights. 
10,400 sp. ft. zinc frame work for inner skylights. 
109,224 lbs. lead flashings and gutter lining. 
55,900 sp. ft. slatework for main roof. 
1,386 In. ft. conductor pipes. 


Carpenter and Joiner Work. 


332 window frames, etc. 
35 basement doors. 
20 basement glass partitions. 
81 first-story doors. 
60 second-story doors. 
51 third-story doors. 
9,21\0 sp. ft. wainscoting in office rooms. 
14,630 sp. ft. wainscoting in Ilouse and Senate. 
1,648 sp. ft. wainscoting in Supreme Court room. 
89,357 sp. ft. oak flooring. | 
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83,547 sp. ft. oak sheathing. 
10 entrance doors for first story. 
2 entrance doors for basement. 
134,164 sp. ft. asbestos fiber felt. 
To complete the woodwork for the entire building about 1,600,- 
000 feet of oak lumber (board measure) was used. 


Ptastering and Stucco Work. 


49,466 sp. yds. plastering on side walls and ceilings. 
116,753 sp. ft. stucco cornices and ornamental work. 
16,303 sp. yds. cement concrete pugging on floors. 


Painting. 


11,881 sp. yds. mineral paint. 
2,996 sp. yds. bronzed work. 
565 sp. yds. gilding. 
13,455 sp. yds. white lead paint. 
18,024 sp. yds. oil finish. 


Glazing. 


16,886 sp. ft. plate glass for windows and transoms. 
8,957 sp. ft. rough plate glass for roof skylights. 
8,728 sp. ft. embossed plate glass for corridor skylights. 
2,190 sp. ft. stained glass for dome skylight, ete. 
1,492 sp. ft. double strength glass for basement glass partitions. 


Plumbing. 


498 In. ft. 6 in. vitrified pipe. 

925 In. ft. 10 in. vitrified pipe. - 

369 In. ft. 12 in. vitrified pipe. 

748 In. ft. 8 in. cast iron porcelained soil pipe. 

528 In. ft. 5 in. cast iron porcelained soil pipe. 

434 In. ft. 4 in. cast iron porcelained soil pipe. 
1,766 In. ft. 2 in. cast iron percelained soil pipe. 

615 In. ft. 8 in. galvanized iron lap welded pipe. 
1,848 In. ft. 2 in. galvanized iron lap welded pipe. 
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1,816 In. ft. 3 in. seamless brass pipe. 
925 In. ft. #} in. seamless brass. pipe. 
1,223 In. ft. 1 in. seamless brass pipe: 
490 In. ft. My in. seamless brass pipe. 
520 In. ft..2 in. seamless brass pipe. 
45 water closets. 
29 porcelain urinals. 
42 washstands. 
7 cast iron enameled sinks. 
4 water tanks, , 
440 In. ft. 8 in. cast iron pipe, connecting with city mains. 


Gas Piping. 


405 ft. 4-in. pipe connection with mains. 

4 gas metres with 1,200- Jen capacity. 
900 ft. wrought iron pipe, + 25 in. diameter. 
2,100 ft. wrought iron pipe, 2. in. diameter. 
1,250 ft. wrought iron pipe, 13 in. diameter. 
2,200 ft. wrought iron pipe, 1} in. diameter. 
7,900 ft. wrought iron pipe, 1 in. diameter. 
1,600 ft. wrought iron pipe, #? in. diameter. 
1,150 ft. wrought iron pipe, 3 in. diameter. 


Steam Heating and Ventilation. 


8 homogeneous steam boilers, 60 in. diameter, 17 ft. long, each con- 
taining 92 tubes 3 in. x L6 ft. long. 

2 steam pumps. 

4 6-ft. fans. 

Total boiler surface, 9,856 sp. ft.—657 horse-power. 

Total radiating surface, 52,304 sp. ft.—96,912 In. ft. 1-in. pipe. 

Total of main pipe, 31,293 In. ft. 

Total of felting, 8,695 sp. ft. 

Total of galv. iron work for radiator ‘boxes and ventilating ducts, 
25,982 sp. ft. 

ut idvaulia passenger elevator, from the first floor to the third floor, 
to lift a maximum load of 3, 000 Ibs. 

1 hydraulic freight elevator from the basement to the third story 
floor, lifting capacity same as passenger elevator. 

1 direct piston hydraulic lift from the basement floor to the grade 
line. 
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Hardware. 


1,352 axle pulleys. 
9,700 In. ft. braided linen sash cord. 
76,519 lbs. cast iron sash weights. 
266 bronze sash lifts. 
266 bronze sash sockets. 
750 pairs bronze butts. 
236 bronze locks, with trimmings. 
10 bronze locks, with trimmings, for entrance doors. 


Totat Amounts or Various Matertats Usep IN THE CONSTRUCTION 
or THE New CaPITou. 


861,530 cb. feet limestone for foundation and superstructure. 
6,299 cb. ft. granite for interior finish. 
22,533 cb. ft. marble for interior finish. 
21,783,949 brick. 
135,700 sp. ft. hollow tiling. | 
18,434 sp. ft. porous terra-cotta. 
36,072 sp. ft. cement floors. 
6,107,669 lbs. wrought iron. 
595,826 lbs. cast-iron. 
23,200 lbs. copper. 
109,224 Ibs. lead. 
55,900 sp. ft. slate roofing. 
1,600,000 sp. ft. oak. 
2,500 sp. ft. mahogany. 
49,466 sp. yds. plastering. 
116,753 sp. ft. stucco cornices. 
46,921 sp. yds. painting and oil finish. 
38,253 sp. ft. glass. 
ADOLF SCHERRER, 
Supervising Architect. 
INDIANAPOLIS, May 1, 1888. 
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63 
Furnisyina Funp. 


By an act of the Legislature, approved March 31, 1885, the Board 
of State louse Commissioners was authorized and directed to pur- 
chase all the furniture required for the new State House. Also, to 
procure such electric apparatus and machinery as might be deemed 
proper for lighting the building by electricity, and also, to grade 
and fence the State House grounds. To meet the expenditure for 
these purposes, the Auditor of State was directed to set apart from 
the new State House Fund, one hundred and fifty thousand dollars, 
to be known and kept as a Furnishing Fund, subject to the requisi- 
tions of the State House Board for the purpose above specified. 


Evectric Liguts. 


After receiving bids in accordance with previous public notice, 
the Board awarded the contract for putting in all the wires and con- 
trolling switches, for 4,200 lights of 16-candle power each, to 8. W. 
Glover & Co.. of Detroit, Mich., for the sum of $7,900. 

This work was performed to the satisfaction of the Board, and 
the wires connected with all the gas fixtures in the building, so that 
either gas or electricity may be used in lighting the building. 

The Board also advertised and received bids for an electric plant 
sufficient to run 2,500 lights, presuming they would be sufficient for 
all ordinary purposes. Propositions were made by the United States 
Electric Light Company, of Chicago; by the Brush Company, of 
Cleveland, Ohio; and by the Edison Company, of New York. 
While there was but a small difference in the bid of each of these 
companies, and the amount asked, probably reasonable, the Board 
hesitated to make a contract, on account of the expenditure exceed- 
ing greatly, what was originally thought to be sufficient. They, 
therefore, concluded to postpone the purchase of the electric plant, 
until its increased cost might be reported to the Legislature, and its 
sanction be obtained for the purchase. This decision was further 
induced by the knowledge that the Furnishing Fund, if partly used 
for this purpose, would be insuflicient to pay for grading the 
grounds and purchasing the necessary furniture for the building; it 
was, therefore, deemed proper to procure all the furniture possible, 
and supply the electric plant in the future. 
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GRADING THE GROUNDS. 


The specifications for grading the grounds required the surface 
from the bottom of the water table of the building, to each street 
Jine on the four sides, to be inclined sufficiently for drainage; the 
foot of the slopes to be protected by a large curb-stone; the slopes 
to be sodded with blue grass; three flights of steps from the street 
line for three fronts of the building, to rise to the level of the 
graded surface; finished with pedestals on each side, and also at each 
corner of the grounds, on which electro-bronze street lamp-posts 
were to be erected. Walks made of sand and Portland cement as 
wide as the steps, to be made between each of the street steps and 
those entering the building; and a carriage drive to be made from 
the north entrance of the building to the street. 

Bids were received, after proper public notice, for doing the work 
in accordance with these specifications, and the contract awarded to 
KE. F. Gobel for the stone work, to Haugh, Ketcham & Co. for the 
electro-bronze lamp-posts, to Shover & Dickson and to L. A. Fulmer 
for the grading, and to Laakman & Sherer for cement walks, and to 
W.H. McCool for sodding. The entire cost of this work amounted 
to $26,815.85. 


Gas FIXTURES. 


Specifications were prepared by the supervising architect for the 
gas fixtures for the entire building, and after due notice, propositions 
were received from the Archer & Pancoast Manufacturing Company, 
Bergman & Co., and Mitchell, Vance & Co., of New York, and. from 
J. G. Farrell & Co., of Indianapolis. 

After full investigation of the merits of the style, material and 
workmanship of the various samples submitted to the Commission- 
ers by the bidders, the contract was awarded the Archer & Pancoast 
Mannfacturing Company for the sum of $54,088.55. 

The fixtures comprise chandeliers and brackets of sizes to suit 
the different areas of the rooms, made of brass, antique finish, rang- 
ing from twenty burners in those of the Senate and House to two 


burners in bracket form for points where less light was needed. 
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The whole number of burners amounts to 4,200, each of sixteen- 
candle power. All of the fixtures contain also appropriate connec- 
tions, for the same number of electric incandescent burners, to which 
the electric wires are attached ready to be lighted when dynamos 
are provided and electricity generated for the purpose. 


ELEctRIc CLocks. 


Pursuant to public notice, the contract for furnishing electric 
clocks was awarded to the EK. Howard Clock and Watch Company, 
of Chicago, for clocks as follows: Master clock and dial in the base- 
ment, clocks for the Governor’s room, Senate Chamber, House of 
Representatives, Auditor and Secretary of State, Treasurer, Adjutant 
General, Attorney General, Board of Agriculture, Bureau of Statis- 
ties, Clerk of Supreme Court, Supreme Court consultation room, 
Superintendent of Public Instruction, Board of Health, and the State 
Library, all of which have been delivered and placed in position a 
a cost of $1,548.00 : 


CARPETS. 


Carpets for Senate Chamber, House of Representatives, rooms for 
Governor and Lieutenant-Governor, Speaker of the House and those 
of the Judges of the Supreme Court, were furnished by the John 
Shillito Company, of Cincinnati, Ohio, on a contract made after due 
notice to the public for competing bids, and the price paid for all 
was $3,289.64. 

The floors of all other offices and rooms in the building are cov- 
ered with the best quality of Linoleum, furnished by contract with 
H. Martens, of Indianapolis, after public letting, at a cost of 
$4,355.45. 


WiInpow CurtAINs. 


The window curtains and decorations for the Governor’s parlor, 
the curtains for the Senate Chamber and House of Representatives, 
and all the window shades needed in the building, together with all 
the matting needed for floors, lobbies and galleries of the Senate 
and House, were furnished by Albert Gall, of Indianapolis, on con- 
tract made after public notice to competitors, for the sum of 
$6,333.72. 

d—S.. H. C. 
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FURNITURE. 


All the furniture for the building was let to contractors after due 
notice was given and bids received, to be made according to the 
specifications of the Supervising architect, and furnished as follows, 
V1Z.: 

By the Phenix Furniture Company, of Grand Rapids, Michigan, 
furniture for Senate Chamber, House of Representatives, Lieutenant- 
Governor’s and Speaker’s rooms, for the sum of $15,172.97. 

All the sofas for the same were furnished by King & Elder, of In- 
dianapolis, for $2,142.50. 

All the furniture for committee rooms and offices of employes of 
the Legislature, made of white oak, was furnished by the A. Hl. An- 
drews Company, of Chicago, for the sum of $22,331.05. 

All the furniture made of white oak for all the State oflices, was 
furnished by the Robert Mitchell Furniture Company, of Cincinnati, 
for the sum of $15,057.00. 

All the file-boxes and shelving for the vaults of the Treasurer, 
Secretary and Anditor, made of Metal, were furnished by the 
Western File and Index Company, of Chicago, for the sum of 
$3,272.82. 

These contracts embraced all the furniture needed for the building, 
except that required for the Supreme Court room, rooms of Judgesy 
rooms of State Library, and of the Board of Agriculture. 

As the Furniture,,Fund, after the foregoing expenditures were 
made, was exhausted, the Board of Commissioners contracted with 
the Andrews Manufacturing Company, of Chicago, for supplying 
the furniture still needed, for the sum of $32,064.80, and issued a 
certificate of indebtedness for the amount, to be paid at such time 
as the Legislature should make an appropriation for that purpose. 

The Board was induced to make this arrangement, in order that 
the State officers might get possession of their rooms as soon as pos- 
sible, and remove from rented quarters, very unfit and exposed to 
great risk from fire, to those where comfort and safety were assured. 

In addition to the foregoing, there was expended for water pipes 
for sprinkling the grounds, grass seed for the same, platforms for 
clerks’ desks, key-checks for desk, and door-keys, gavel blocks for 


8s, g 
Lieutenant-Governor and Speaker of the House, numbering the doors 


Third Floor. 











Adolph Scherrer, Architect. 


Win B. Burford, Lith Ld 
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of the building, spittoons, mirrors in cloak-rooms, flag for dome, hat 
hooks, screens for post offices, preparing desks for clerks, etc., 
amounting in all to the sum of $8,140.07. 

The following list contains the names of each person and the 
amount paid to each out of the Furnishing Fund: 


——_- 


To Wuom Parp. 


Mere Gath see hes 6 les 
Bing @: PAdGR. ye Fe em ew 
Schroeder Bosc. . 2 6 ws 
Zaizer & Stegpman....... 
C. Meyer & Co. . . 

A. H. Andrews & Co. 
Pheenix Furniture Co 
Shover & Dickson. . . <u, 
Archer & Pancoast....... 
Markle Engineering Co. . . . 
Prank-pertig?.. 1.0.64 34-4.) 
AGolt Scherrer.:.. 6. 2. « 3 
Hallowell Granite Co 
ie BeGronle 0.5 so 4 ale th | ab 
Flex. Wire Mat. Co Ae 

J. R. Gast 
Hildebrand & Fugate... . 
Hollenbeck & Miller... .. . 
BW: Glover:& Cov. 6S we ee 
Howard Clock Co. ..... . 
Peter Houtier os <iah% malas « 
Bingham WAIK se ee 
3.40, Sohrmia’s izes tes stis te -4 
JOnn Shinto Co; <. 6 a) eek 
Robert Mitchell Co . ike 

Howrartenses 275: 4 races! 4 agate 
Laakman & Sherer... ..... 
W. H. McCool ; 
A; Acca Mets Sowa BOE Kass 
Western File & Index Co. . . 
Haugh, Ketchum & Co... . . 
Cb bid CPT ie et: ws 
Miner Goodall . . . a 

Hewi itt, Field & Co. « 





. 
. . . . . . . 
a a a Sy 


Wuat For. 


Curtains, shades, mats and matting . 
MOTHS: ANU-BSLOOL oil! Gs o! ai Sen’ Gwae 


PUDONG | Face ck eX eR es 
Key checks ...... 
New flag 


PAPHISUEOS 6 Nis sk. Kk. ae 
POTOHOIO:, 658 4 ok ew eS 
Canis Sh) SS ae 22s 
Cas Tre tiree oe. Sos Acs ea aes 


Electric light switches 
Painting lamp posts, mirrors 


Architect’s per centage... .. . 


Marble gavel blocks 


Enclosing the lot. aii bs is ek sh OS 
WiceInnins 4-3 5) ee ea Gls 6 ets 


Numbers for rooms. 


Hat hooks for Legislature eta oe 
Wire railing for Legislature... ..- . 


Electric wiring... . 


BICCtriG CIGGKS:. in <8 ue 6: 
Clock case, desk and steps. . . . .- 
Removing clocks. =... . +. - 


S ter, Se OO, Ce 


eS (Sete e s 2 





. . } 


Rubbing pedestals of lamp posts... ._ 


CAPHCIE SS: cs var Se SS RES SS 
Purnwiures Aware fe wee Se 


Linoletim -<. 44 .) cos 


COMGNt PAVING, 6 2 shies soa 
Sodding ese ahal as nhs) 0 Oto rey 


Gradin 


aa 4 Br 66734278 OS es te VOC Ue) Ne ae ee 


Metal boxes and shelving. . . . .. | 


Lamp poste Sle) 4 Poa as 


Freight bill, glass globes 
Cutting weeds in lot 


tips S600 os Sk Gr hie “lhc ee 


Sprinklers for grounds 


eS 8 IF Tey S&S 8 


9 





AMOUNT. 


$6,888 7 


$6,333 72 
2,142 50 
362 50 
11 48 

27 20 
22,331 05 
15,172 97 
1,999 50 
34,088 35 
1172 44 
318 86 
5,297 25 
6 00 
12,851 00 
52 29 

69 75 

17 20 

36 33 
7,900 00 
1525 00 
198 00 
10 00 

48 00 
3,289 64 
15,057 O1 
4355 45 
7,261 63 
366 72 
1,615 00 
3,272 42 
2,222 00 
7 40 

3 50 

14 10 
510. 75 





$149,947 08 
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Which amount ‘is distributed as follows, to-wit : 





WOr Grading and-BOddIWs 7 ., 1102 peta gese aa valag eee Gases veh ews $3,998 82 
For electric wiring and switches.............cccesseeeeveceenes 9,072 44 
HOPANLDILUPe and GAS BXLUTER v2, ¢scachiastscanod ange gsedh tse c+ 107,025 24 
For inelosing the l0t...ccccto sc. seerneebaigssds sas siewyse soicsdn vist 12,851 00 
For architect’s percentage..............+++. si EW ociaay oe ee Gee 3,294 25 
BEG? COMMON CRY IS wi «cag h esta soln te Nepstar ig Beeps os > 7,261 63 
Wor aria kelere. ists ira r sa ico pase aa dines catadicgpsteos ase renebuie 510 75 
HOE ABDID DOBES. tcc olen aoe tes “oanlsege Kemer nes Kee ues eas a ehes yeceeet ness 2,359 40 
Gr LOGE LC OIGCK Bi sala ik cintk sda Fully BURG eeugen reer et . 1,548 00 
TOR BIOTA Siero hae eo lg de etsc is Oeiny Danaae an anaseo ies tea meu aaa " 26 50 

PGC) fish tuaten 2a tu sladiietctyatati Sonne eh ch swat eae cece $149,947 03 
Leaving a balance to the credit of the fund of............. 02 97 


In addition to the amount paid as above, there is due and unpaid 
to the firm of A. H Andrews & Co., of Chicago, the sum of $32,- 
064.80, for which a certificate has been issued, as heretofore stated. 


Takina CARE oF BUILDING AND GROUNDS. 


The State House act gave authority to the Commissioners to 
make such rules and regulations for the **management of the 
grounds and premises as they may deem prudent.” The Attorney 
General of the State advised the State House Board that it must 
maintain its organization and custody of the building until the 
Legislature accepts the building or dissolves the Board, and that it 
is the duty of the Board during such custody to furnish everything 
necessary to its comfortable occupancy and safe preservation. 

The large extent of floor area in the building, being near six 
acres, exclusive of basement floor, together with about seven acres 
of Jawn surrounding the building, if kept properly in order, re- 
quires daily attention and the services of a large number of em- 
ployes. 

The Board therefore organized a force of janitors and watchmen 
to police the building and all the quarters of its occupants, as well 
as the grounds surrounding it. This force consists of sixteen jani- 
tors, two day and one night watchmen, under the control of Timo- 
thy Griffin as custodian. Each janitor and day watchman is paid 
forty dollars per month, the night watchman forty-five dollars, and 
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the custodian seventy-five dollars per month. It is due to Mr. Grif- 
fin to say that he has discharged his duties with unremitting fidel- 
ity, and that his practical knowledge has enabled him to perform 
the work economically and satisfactorily to the Board. 


Heatine Bur.pIne. 


The steam heating apparatus has been placed under control of 
Michael Cain, as Chief Engineer, at one hundred dollars per. month. 

He has charge of all the machinery for heating building, as well 
as the elevators operated by water. His force consists of two assist- 
ant engineers, at seventy dollars per month each ; two firemen, each 
at sixty dollars per month, and one manager of elevator, at forty 
dollars per month. 

The Commissioners deem it proper to say that Mr. Cain has proved 
himself fully competent to discharge all his duties, and his energy 
and faithful service entitle him to their commendation. 

The whole expense incurred for taking care of building and 
grounds, including expenditures for heating the building and fur- 
nishing light and water during the years 1886-1887 and to October 
2, 1888, amounts to $31,975.67. 

The expenditures of the Board from and after the 2d of October 
will be limited to taking care of the building and the offices of its 
occupants, until the Legislature shall accept the building and cancel 
the bonds of the Commissioners, given for a faithful performance 
of their duties. The unexpended amount now to the credit of the 
State House Fund, subject to the requisitions of the Board, is 
$10,160.90. 

All of which is respectfully submitted, 


THOMAS A. MORRIS, 
I. D. G. NELSON, 
W. B. SEWARD, 
HENRY MURSINNA, 
Attest: JOHN M. GODOWN, State House Commissioners. 
Secretary. 
InpIANAPOLIS, INp., October 2, 1888. 
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